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PREFACE. 


The course of instruction in roofs and bridges given to 
students of civil engineering in Lehigh University consists of 
four parts; first, the computation of stresses in roof trusses 
and in all the common styles of simple bridge trusses; second, 
the analysis of stresses by graphic methods; third, the design 
of a bridge, which includes the proportioning of details and the 
preparation of working drawings; and fourth, the discussion of 
cantilever, suspension, continuous and arched bridges. In the 
following pages the second part of this course is presented, 
together with additional matter so as to form a tolerably com- 
plete treatise on Graphic Statics as applied to the discussion of 
common roofs and bridges. 

In an elementary text-book of this kind it is not expected 
that much will be found that is new except method of arrange- 
ment and presentation. Attention is called, however, to the 
abbreviated processes employed in some of the diagrams for 
wind stresses, to the determination of stresses due to initial ten- 
sion, and to portions of the analysis of maximum moments 
and shears under locomotive wheel loads as possessing points 
of novelty and practical value. These new features are due to 
the experienced Instructor whose name appears on the title 
page in connection with my own; the larger portion of the 
text has also been written by him, and the cuts and plates 
are his work. 


IV PREFACE. 


The universal approbation expressed concerning the utility 
of the blank leaves in Part I leads me to insert them in this 
volume also. Onthese pages students may record in permanent 
form the numerical computations which are always requisite 
preparatory to graphical analysis, and also make free hand 
sketches of some of the stress diagrams required in the problems. 
But I regard it as essential that a few well chosen cases shall 
be thoroughly and completely worked out as indicated on the 
plates, which show the manner in which for many years.I have 
required students to finish drawings in Graphic Statics. Here, 
as in Part I, the minimum as well as the maximum stresses are 
determined for most of the examples, and all varieties of load- 
ing are treated so that students may be able to work in accord- 
ance with all kinds of specifications. 


MANSFIELD MERRIMAN. 


LEHIGH UNIVERSITY, BETHLEHEM, PA.,, 
December 18, 1889, 


NOTE TO: THE THIRD EDITION. 


THIS edition of Part II is revised on the same plan as the 
fourth edition of Part I,the blank leaves being omitted, while 
the text is enlarged to nearly double the former length. Por- 
tions of Chapters II and III have been rewritten, while Chap- 
ters V, VI, and VII are new, and give many improved 
methods of graphical analysis. 
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GRAPHIC. SEATICS. 


CHAPTER: I. 
PRINCIPLES AND METHODS. 


ART. 1. THE FORCE TRIANGLE. 


A force is determined when its magnitude, direction, and 
line of action are known, and accordingly it may be graphically 
represented by the length, direction, and position of a straight 
line. Forces are given in pounds, tons, or kilograms, while the 
lengths of lines are measured in inches or centimeters. If the 
scale of force be 4 tons to an inch, a line 1.32 inches long will 
represent a force of 5.28 tons; thus the magnitude of forces 
will be directly measured by means of the scales used in 
draughting. 

The resultant of two or more forces is a single force which 
produces the same effect as the forces themselves, and may 
therefore replace them. Let two forces P, and P, which act 
in the same plane upon the point # be represented in magni- 
tude and position by the lines mn and mp, and in direction 
by the arrows. Let the parallelogram be completed by draw- 


ing a line through ~ parallel 2 0 eae 6 
to P,, and a line through ae 
RR 
? parallel to P,, and then / 7° ~~ joe os 
let m be joined with their » P i 


point of intersection. This Fig. 1. 


line, designated by &, represents the resultant of the two 
I 
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given forces. To find the magnitude of this resultant by the 
analytic method, let 6 be the angle included between P, and 
P,; then from either of the triangles composing the figure a 
well known theorem of geometry gives 


Ra P= Pl + 2PP, cos b. 


For instance, if P, = 30 pounds, P, = 50 pounds, and 6=75 
degrees, there is found by computation X = 64.6 pounds. 


The graphic method of finding the resultant consists of the 
following operations: On a sheet of paper, with the help of a 
ruler and protractor, from a point m two indefinite lines are 
drawn, making an angle of 75 degrees with each other. Using 
a suitable scale, say of 40 pounds to the inch, the distance mz 
is laid off equal to 30 pounds and mp equal to 50 pounds. 
With a ruler and triangle the parallelogram is completed, and 
m joined with the opposite vertex. This line is now measured 
by the scale, and the value of the resultant is found. 


It will be seen that it is not necessary to construct the en- 
tire parallelogram, since the triangles on the opposite sides of 
the diagonal are equal. The triangle above the diagonal can 
be constructed by drawing a line through xz parallel to P,, 
laying off upon it the value of P,, and then joining its end to 
m; similarly the lower triangle can be independently drawn. 
Either of these triangles is called the force triangle. 


Usually the lines of action of the given forces form part of a 
idiagram upon which it is not desirable to construct the force 
‘triangle. In this case let any suitable point @ be selected, and 
ab be drawn parallel and equal to P,; then through @ let dc be 
drawn parallel and equal to P,, and let a be joined with c. 
The line ac represents the magnitude of the resultant R, and is 
measured by the same scale as that used in laying off ad and 
bc. The angles dac and dca may be measured by the protractor, 
and these are the angles which R makes with P, and P,. The 
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direction in which the resultant acts is indicated by the arrow 
upon ac, and this is seen to be opposed to the directions of 
those upon aé and dc in following around the triangle. Finally, 
the line of action of the resultant R must pass through m, the 
point of application of the given forces P, and P,. Hence, 
after constructing the force triangle adc, the resultant R is 
found in magnitude, direction, and line of action by drawing 
through m a line equal and parallel to ac. ‘ 


The above operation is termed composition of forces, P, and 
P, having been combined into one. The reverse process of 
decomposition or resolution of forces may also be effected by 
the force triangle. For instance, let R, in Fig. 1 be given, and 
let it be required to find its components in the directions of 
mn and mp. Let ac be drawn equal and parallel to R, and 
through its extremities let a and cb be drawn parallel to the 
given directions; these lines intersect in 4, and when they are 
measured by the scale the magnitude of the components will 
be known. The directions of ab and dc are opposite to that of 
ac in following around the triangle. Lastly, through m, the 
point of application of A, let P, and P, be laid off upon the 
given directions, equal to ad and éc, and the lines of action of 
the components are determined. 


A number of forces are said to be in equilibrium when no 
tendency to motion is produced in the body upon which they 
act. In Fig. 1 suppose a force, P,, equal and opposite to R, to 
be applied at m; then this force together with /, and P, will 
be in equilibrium, for the last two may be replaced by their re. 
sultant R, which by the conditions specified holds P, in equilib. 
rium. The corresponding force triangle will be adc with the 
direction of ac reversed, so that all the forces around the tri- 
angle have the same direction; hence, when three forces are in 
equilibrium, they form a closed force triangle. 


When three forces whose lines of action lie in a plane and 
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intersect in one point are in equilibrium, any one may be de- 
termined when two are given. In Fig. 2 let P, and P, be given 
to find P,. Let ad be laid off equal and 
parallel to P,, and from @ let dc be drawn 
5 equal’ and parallel to P,: then ca, the 
closing side of the triangle, represents P, 
in magnitude and direction. As its line 


of action must also pass through m, the 
Fig. 2. force P, is drawn equal and parallel to ca, 
and in the same direction, thus completing the solution. 


Should only one force be given, together with the lines of 
action of the other two, their magnitudes and directions may 
be found. Let P, and the lines of action of P, and P, be given. 
Draw aé parallel to P,, mark off its length according to scale, 
and through its extremities draw lines parallel to P, and P,; 
these lines intersect in c, and the length of dc gives the magni- 
tude of PR. its direction being from @ to c, while ca represents 
Ng 


, in the same respects. 

The force triangle is the foundation of the science of graphic 
statics. By it all problems relating to the composition and 
resolution of forces can be solved, when the forces are but 
three in number and act in the same plane upon a common 
point. 

Problem 1. Find the magnitude of the resultant of two 
forces making an angle of 60 degrees with each other, one 
being 25 pounds and the other 40 pounds. 

Prob. 2. The lines of action of two forces, of 50 and 30 . 
pounds respectively, make an angle of 120 degrees. What is 
the magnitude of the force that holds them in equilibrium 
and the angles that it makes with each of them? 


ART. 2. THE FORCE POLYGON. 


When it is required to find the resultant of a number of 
forces acting in the same plane and having a common point of 
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¢ 


application, the resultant of two of the forces may be found by 
Art. 1, a third force may then be united with it to obtain a sec- 
ond resultant, and this 

operation continued un- RS. 
til. all the forces are 
combined. In Fig. 3, 
the line R, is the result- 
gine air and ~~ the pees 

line RX, is the resultant of R, and P,, and R is the resultant of 
ane? and therefore of the given forces P,, P,P, and 
P,. It is, however, not necessary to construct these resultants 
in order to find &, if the dotted lines be drawn parallel and 


equal.to #,, P.,.and ;. 


The polygon shown by broken lines is called the force poly- 
gon; the resultant R forms its closing side, and each of the 


other sides represents one of the given forces. The diagram 
abcde shows the polygon as it is generally drawn with the diag- 
onals omitted. The direction of the resultant is opposed to 
the direction of all the given forces in following around the 
sides of the polygon; thus the arrow on ae has the reverse 
direction of the other arrows. 


The force polygon may therefore be constructed as follows: 


Draw in succession lines parallel and equal to the given 
forces, each line beginning where the preceding one ends, 
and extending in the same direction as the force it rep- 
resents. The line joining the initial to the final point 
represents the resultant in direction and magnitude. 


To produce equilibrium with P,, P,, P,,and P,, a force equal 
and opposite to R must be applied at m. This added force in 
the force polygon is equal to ea with its former direction re- 
versed, and the distance from the initial to the final point in 
the construction of the polygon becomes zero. 


Hence, if a number of forces lying in the same plane and 
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having a common point of application are in equilibrium, they 
will forma closed force polygon, and in passing around it all 
the forces will have the same direction. 


In either of the above cases it makes no difference in what 
order the forces are arranged in the force polygon. Thus in 
Fig. 3 the sides of the force polygon are drawn in the order 
P,, P,, P,, P,, R; but the same value of A, both in intensity and 
‘direction, will be obtained if they are drawn in any other order, 
as, for example, ?,;P,, 7,,P,,.R. Again, in Fig. 4, let,the tour 


Fig. 4. 


forces which meet at # be in equilibrium; then taking them in 
the order P,, P,, P,, P, the force polygon adcd is drawn, in the 
order P,, P,, P,, P, the polygon a’é’c'ad’ results, and in the order 
P,, P,, P,, P, the polygon aca’ is found, each of which 
graphically represents the given forces. In the last case it is 
seen that two of the lines in the force polygon cross each 
other; this is of frequent occurrence in practical problems. 


The force triangle (Art. I) is but a particular case of the force 
polygon, namely, when the forces are but three in number. 
The word polygon is hence often used in a general sense as in- 
cluding that of the triangle. From three forces in equilibrium 
two force triangles may be drawn; from four forces in equilib- 
rium six force polygons can be formed. 


Prob. 3. Draw a force polygon for five forces in equilibrium, 
and prove that any diagonal of the polygon is the resultant of 


the forces on one side and holds in equilibrium those on the 
other. 
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Prob. 4. Let P, = 100 pounds, P, = 175 pounds, and P, = 60 
pounds, and let the angles which they make with each other be 
Ba 135, fal, = 07 , | wr. = 138°... Draw three force 
polygons and determine from each the value of the resultant, 
and the angle that it makes with P,. 


ART. 3. CONDITIONS OF EQUILIBRIUM. 


When several forces lie in the same plane the necessary and 
sufficient conditions of static equilibrium are that there shall 
be no tendency to motion, either of translation or rotation. 
Analytically this is expressed by saying that the algebraic sum 
of the components, both horizontal and vertical, of the forces 
must be zero, and that the algebraic sum of the moments of 
the forces must also be zero. 


When the given forces have a common point of application, 
the graphic condition for equilibrium is that the force polygon 
must close. For, if it does not close the line joining the initial 
with the final point represents the resultant of the given forces 
(Art. 2), and this resultant will cause motion; and if it does 
close there exists no resultant. Therefore, if the given forces 
which meet at a common point are in equilibrium the force 
polygon must close ; and conversely, if the force polygon closes 
the given forces must be in equilibrium. 


When several forces lying in the same plane have different 
points of application, so that their lines of action do not inter 
sect in the same point, and are in equilibrium the force poly- 
gon must also close, since no resultant exists. Thus, suppose 
the given forces to be four in number, let the directions of two 
of these be produced until they intersect and their resultant 
found; this resultant must pass through the point of intersec- 
tion of the remaining two forces, since equilibrium obtains. 
Hence the rule above established for forces acting at a com- 
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mon point applies also to this case, and the force polygon must 
close if they are in equilibrium. 


If several forces have different points of application, and the 
force polygon does not close, the line joining the initial and 
final points represents the intensity and direction of the result- 
ant. For, as a force can be considered as acting at any point 
in the line of its direction two of them may be combined into 
a resultant, and this resultant may be combined with one of 
the other forces, and so on until the final resultant is obtained 
in the same manner as in Art. 2. 


If several forces have different points of application, and 
the force polygon closes, it is not necessarily true that the 
given forces are in equilibrium. For example, let a beam or 
stick be acted upon by three forces as shown in Fig. 5, the 
P P forces P,, P,, and P, being equal, 

P,and P, making an angle of 30 
6 degrees with the horizontal and P, 

being vertical. It is plain that 

Fig. 5. equilibrium is here impossible, and 
yet the force polygon adc closes. Upon reflection it will be 
seen that the equilibrium. of the beam: under:the action: of-the 
three given forces can only be maintained by a couple, that is, 
by two equal parallel forces acting in opposite directions. It is 
because the resultant of the forces of a couple is zero that the 
force polygon closes in this.case; and-_.it-will be found that in 
all instances of non-equilibrium where the force polygon closes 
that a couple is necessary to maintain equilibrium. 


The above conditions apply to forces lying in one plane. It 
is rare in problems relating to roofs and bridges that forces 
acting in different planes need to be considered, and hence in 
the following pages it will always be understood, unless 
otherwise stated, that the forces under discussion lie in the 
same plane. 


ART. 4. , STRESSES IN A CRANE TRUSS. fs) 


Prob. 5. In Fig. 5, let each of the forces be 100 pounds, and 
let the distance between the points of application of P, and P, 
be 4 feet, and between those of P, and P, be 5 feet. Compute 
the magnitude of the forces of a horizontal couple to maintain 
equilibrium when the vertical distance between their points of 
application is 3 inches. Draw the forces of the couple in both 
diagrams of Fig. 5. 

a ART. 4. STRESSES IN A CRANE TRUSS. 

As an example of the application of the preceding principles 
let it be required to graphically determine the stresses in the 
members &,, 4,, etc., of the crane truss shown in the left-hand 
diagram of Fig. 6, due to a load P, acting at the peak. The 
maeminer 15,-is, called: the tie, B; the jib, 6, the post, and BS, 
the back-stay. The post is vertical and its length is 16 feet, 
the length of the jib is 30 feet, of the tie 21.5 feet, and of the 
back-stay 20 feet; from these dimensions the diagram of the 
crane truss is constructed. The load P, is taken as 5 tons. 


Using a scale of 2 tons to an inch, the construction of the 
stress diagram is begun by laying off ad parallel to P, and equal 
to 5 tons. Now at the peak the force P, is resolved into two 
forces whose lines of action are in the two members JB, and B,; 
hence, by Art. 1, draw ac parallel to B, and dc parallel to B,, 
thus obtaining the ( 
force triangle abc; the 
length of ac gives the 
stress in B,, and that 
of dc gives the stress 


in B,. Next passing 


to the apex z the stress Fig. 6. 

in B, is known and those in 2, and &, are to be found; hence 
from a and c draw parallels to these members and these lines, 
intersecting at ¢, give ce as the stress in ,, and ae as that 
in B,. This completes the force diagram. 
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The next step is to determine the character of the stresses, that 
is, whether they are tension or compression. Beginning with 
the triangle adc, which represents the forces acting at the apex 
m, the direction of ab is known to be downward, hence follow- 
ing around the triangle (Art. 1) the stress S, acts from @ to- 
ward c, and S, from c toward a; transferring these directions 
to the lines of action at the apex m it is seen that S, acts to- 
ward m, and is therefore compression, while S, acts away from 
m, and is therefore tension. Passing now to the apex z the 
stress S, in 4, is known to be tension and hence it acts away 
from 2, accordingly in the force triangle cae it acts from a@ 
toward c; hence S, acts from ¢ to e, and S, from e to a; trans- 
ferring these directions to the lines of action at x it is found 
that S, is tension and S, is compression. 


Applying the scale to the lines of the force diagram the 
following results are now found, the sign + denoting tension 
and — denoting compression : 


S,= +67, S,;= —9.35, S,= —6.85, S, = + 10.8 tons. 
These are the stresses in the members B,, &,, B,, and B, due to 
the load of 5 tons acting at the peak. If 10 tons were hung at 
the peak it is plain that each line of the force triangle would 


be twice as long as before, or the stresses in the members would 
be double the values above given. 


The two parts of Fig. 6 are called the ‘truss diagram’ and 
the ‘stress diagram’ respectively. Each triangle in the stress 
diagram adce corresponds to the forces acting at one of the 
apexes in the truss diagram, so that it may be ale that the 
two figures are reciprocal. 


Prob. 6. In Fig. 6 let B, be vertical and let B, = 30, B, = 45, 
B,= 50, and 4,= 90 feet. Draw the stress diagram and de- 
termine the stresses in all the members due to a force of 6 tons 


which acts at an angle of 30 degrees to the right of the vertical 
drawn through the peak m. 


ae ome 


— 
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ART. 5. STRESSES IN A POLYGONAL FRAME. 


In Fig. 7 let 5,5,5,8, be a polygonal frame which supports 
the loads P, and P, and which is itself suspended by the forces 
FP, and /, acting in two ropes. The frame being in equilibrium 
under the action of the exterior forces P,, P,, P,, and P,, 


required to find the stresses in the members B,, B,, B,, and B,. 


it is 


As the exterior forces P.,, P,, P,, and P, are in equilibrium, 
the force polygon representing them must close (Art. 3). First, 
then, let the force polygon adcd be drawn, ad representing P, 


Fig. 7. 


in magnitude and direction, dc representing P,, and so on. 
Now at each apex of the polygonal frame there are three forces 
which are in equilibrium. Thus at m the force P, is known, 
and if from 4 and a lines be drawn parallel to £, and &, these 
intersect in o, giving do as the stress S, in B, and ao as the 
stress S,in B,. Similarly at each of the other apexes the ex- 
terior force may be resolved into components in the two given 
directions. Thus 5,, 5,, S,, and S, are found Jas the stresses 
Mie de gt, AN Bes 

To find the character of these stresses it is only necessary to 
follow around the sides of each force triangle in the direction 
indicated by the given force and then to transfer these directions 
to the corresponding apex of the frame. Thus, at the apex x 
the direction of P, is known and the corresponding force tri- 


2 
angle is dco; in this P, acts from 6 toward ¢. hence S. acts from 
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¢ toward o and S, acts from o toward 4; transferring these 
directions to z it is found that S, acts toward and S, away 
from z, thus showing S, to be compression and S, to be ten- 
sion. In like manner it is found that S, and S, are also tension. 


Prob. 7. If the frame in Fig. 7 be inverted, draw the force 
diagram and determine the character of the stress in each 
member. | 

Prob. 8. In Fig. 7 let each of the forces P,, P,, P,, and P, be 
vertical and equal to 100 pounds. Let £8, and B&, be horizontal, 
the length of the former being 6 feet and that of the latter 
being 2 feet. Let the lengths of B, and B, be 5 feet. Draw 
the force diagram and find the magnitude and character of the 
stress in each member. 


ART. 6. THE EQUILIBRIUM POLYGON. 


When a number of forces acting upon a body do not meet 
in a common point the magnitude and direction of their result- 
ant is found by the closing line of the force polygon (Art. 3), 
but its line of action is not determined. ‘This will now be 
found by means of another diagram which is called the equilib- 
rium polygon. 


Let four forces represented by P,, P,, P,, and P, be given in 
magnitude, direction, and line of action, and let it be required 
to fully determine their resultant. Constructing the force 
polygon abcde, the length of the closing line ea represents the 
magnitude of the resultant, and its direction is from a toward e, 
being opposite to those of the other forces in following around 
the polygon (Arts. 2 and 3). Now select any point 0 and draw 
the lines va, 00, oc, od, and ve to the vertices of the force poly- 
gon, thus forming five force triangles. In the force triangle 
oab the lines oa and 06 represent two forces which can hold ad 
in equilibrium if their directions be from 6 to o and from ¢@ to a, 
Thus each of the forces in the force polygon can be replaced. 
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by its components shown by the broken lines; for example, 
f, has the components S, and S,. Now through any point 
on the line of action of P, draw the lines B, and B, parallel to 
S, and S, respectively, and let B, intersect the line of action of 


chen torce: $77 at’ 7; & 
Through z draw B, bane £, S 
ee) ee 

parallel to S,, and — By “A 
so on in succession, baie? se sae (Ve 

. : ae ye 
until finally B, is Be oe ss 
drawn parallel to S,. Bane 
The lines B, and B, Fig. 8. 


will intersect at some point 7; through this point draw a line 
& parallel to ae and the line of action of the resultant is deter- 
mined. For, by the construction the forces S, and S, are the 
components of the resultant R or ae, and as their lines of 
action are in &,and £#,the resultant must pass through the 
point where they intersect. 

If in Fig. 8 there be applied at the point 7 a force P, equal 
to R but opposite in direction the forces P,, P,, P,, P,, and P, 
are in equilibrium and the force polygon closes. The polygonal 
frame B,B,2,8,8, thus holds the given forces in equilibrium 
by means of the stresses of tension and compression acting in 
its members. For the case shown in the figure these stresses 
are all tensile, and their values are given by the lines S,, S,, 
etc., in the force polygon. The lines of this frame are hence 
calied an ‘equilibrium polygon.’ The polygonal frame in Fig. 7 
is an equilibrium polygon which holds the exterior forces in 
balance. 

The graphic condition of equilibrium for several forces not 
meeting at the same point may now be expressed by saying 
that both the force polygon and the equilibrium polygon 
must close. If the former closes and the latter does not the 
given forces are not a system in equilibrium. For example 


ran 
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the three forces P,, P,, and P, in Fig. 9 are equal in magnitude 
and make angles of 120 degrees with each other, but they are 
not in equilibrium because their 
lines of action do not intersect 
in the same point. The force 
polygon aéc here closes. Select 
any point o and draw the lines 
oa, ob, and oc, thus resolving the 
, force P, into the components 

eed Sand S)j:the Gerce Panta.) 
and S,, and the force P, into S, and S,. Now select any point 
m on the line of action of P, and draw mr and mz parallel to 
S, and S,; from 2, where mz intersects the line of action of P,, 
draw nr parallel to S,. Then mr and ur intersect at 7 which 
is not on the line of action of P,, and hence the three given 
forces cannot be held in equilibrium by an equilibrium poly- 
gon. In this case it is said that the equilibrium polygon does 
not close. If, however, the force P, be moved parallel to itself 
until its line of action passes through 7 the force polygon 
closes and the forces will be in equilibrium. 


4y 


The point o in the plane of the force polygon is called ‘the 
pole,’ and the lines oa, 0d, etc., are sometimes called ‘rays.’ 
Since the position of the pole may be selected at pleasure it 
follows that for any given system of forces an infinite number 
of equilibrium polygons can be constructed. The pole 0 may 
be taken either within or without the force polygon as may 
be most convenient for the solution of the problem under 
consideration. 


Prob. 9. Given two forces of 100 and 180 pounds acting at 
an angle of 5 degrees with each other, the point of intersec- 
tion not being within the limits of the drawing. Find the 
magnitude and direction of the resultant by the force polygon, 
and its line of action by the equilibrium polygon. 
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ART. 7. PROPERTIES OF THE EQUILIBRIUM POLYGON. 


Let Fig. 10 represent asystem of forces P,, P,, ... P, held’ 
in equilibrium by the jointed frame or equilibrium polygon 
whose members are B,, B,,. . . &,. This is constructed by first 


drawing the force polygon abcdef which must close, then select- 
ing a pole o and drawing the rays oa, 00, . . . of, to which the 
members of the equilibrium polygon are made respectively 
parallel. The character of the stresses in these members is 
determined from the force polygon; thus in the triangle ado the 
directions of 60 and oa must be from 4 to o and from o to ain 
order to maintain equilibrium ; transferring these directions to 
the other diagram, it is seen that the stresses in 4, and B, act 
toward the apex m, and hence are compression. Passing next 
to the vertex z the stress in ZB, is also found to be in compres- 
sion, and so on. (Art. 4.) 

Let this equilibrium polygon be cut by a section shown by 
the broken and dotted line; the stresses in B, and L,, the mem. 
bers cut, are given by S, and S, in the force diagram, and form 
the closing sides of the polygon abcdo and also of the polygon 
defao. That is, the stresses in &, and #&, hold in equilibrium 
the external forces P,, P,, and P,, and also the external forccs 
P., P,, and P,. Therefore the following principle is established: 

The internal stresses in any section hold in equilibrium the 
external forces on either side of that section. 
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This principle, it will be observed, is the same as that appli- 
cable to the internal stresses in a beam (Mechanics of Materials, 
Art. 15) or to the internal stresses in a truss (Roofs and 
Bridges, Part I,Art. 4). 

Since the stresses in B, and B, hold in equilibrium the exter- 
nal forces P,, P,, and P, the resultant of the former must be 
equal and opposite to the resultant of the latter. This is also 
seen in the force polygon where the line ad gives the magnitude 
of this resultant. To find its line of action let &, and B, 
be produced until they meet in 7, and through 7 draw a line 
equal and parallel to ad. Thus results the following important 
principle : 

The resultant of the external forces on the left of any sec- 
tion passes through the intersection of the sides of the 
equilibrium polygon cut by that section, its magnitude 
and direction being given by the force polygon. 


The resultant of the external forces on the right of the sec- 
tion is the same in magnitude and line of action as that of those 
on the left, but its direction is reversed. 


When a system of parallel forces are in equilibrium, the force 
polygon becomes a straight line and the equilibrium polygon 
has an important special property which will now be deduced. 
Let P,, P,, and P, in Fig. 11 be three downward forces, held in 
equilibrium by the two upward forces P, and P,; for example, 
the former might be loads acting on a beam and the latter the 
reactions of the supports. The force polygon here is adcdea, 
the lines ad, dc, and cd being laid off downward while de and ea 
are laid off upward, closing the polygon. Selecting any pole a, 
and drawing the rays oa, 06, etc., the equilibrium polygon BB, 
BBB, is formed (Art. 6). Now let any two sides B, and 2B, 
be cut by a vertical plane, and let the ordinate intercepted be- 
tween them be called y. The intersection of these sides pro- 
duced gives the point of application of the resultant of the ex- 
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ternal forces P, and P,, whose value is given by ed in the force 
polygon; let the horizontal distance from y to this point be 
called 7, and the resultant be called R. The bending moment 


Fig. 11. 


M in the given section is then equal to the moment of the re- 
sultant of all the forces on the left of that section, or 


WE ORS: 
Now in the force polygon let the line of be drawn horizon- 
tally through the pole and its value be called H. Then since 


the triangle obe is similar to the triangle which has the base y 
and the altitude 7, and since ed is equal to R, we have 
LS ty The Bate or LP = ET: 

Therefore the bending moment of the external forces on the 
left of the section is 

I Ee 
The force / is seen to be the horizontal component of each 
of the stresses oa, ob, etc., in the force polygon, that is, of the 
stresses inthe members B,, B,, etc., in the equilibrium polygon ; 
it is called the ‘pole distance,’ and is measured by the same 
scale of force as the other lines in the force polygon. The fol- 
lowing theorem can hence be stated: 

If a structure be subject to parallel forces, the bending 
moment in any section parallel to the forces is equal to 
the ordinate yin the equilibrium polygon multiplied by 
the pole distance 7 in the force polygon. 

Hence by adopting suitable scales the values of the bending 
moments can easily be found from the diagram. For instance, 


a 


4 
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if the linear scale used in laying off the positions of the exter- 


‘ nal forces be 20'feet to the inch, and if the pole be so selected 


that the distance WH is 5 tons, then the moments are measured 
by a scale of 5 tons x 20 feet = 100 ton-feet to the inch. 


The following is another proof of this important theorem : 


Let the line 4, in Fig. 11 be produced until it meets the section 


in z; let the vertical distance between z and B, be called y,, and 
that between z and B, be called y,. Let the lever arms of P 
and /, with respect to the section be called g, and g,. The 


bending moment for the section then is 
MP, Pp Pa Pe 


But the triangle whose base is y, and altitude g, is similar to 

oae, and the triangle whose base is y, and altitude JZ, is similar 

to oad. Hence: Pp, = Ay, and 7p, = Ay, 5 and accordinealy 
M= LM Ys == 9): 

But since y, —y, =y, this gives 7 = Hy, which is the same 

relation as before deduced. 

Prob. 10. Draw an equilibrium polygon for the five vertical 
forces given in Fig. 11, taking the pole on the right-hand side 
of the force polygon. 

Prob. 11. Given two parallel forces 12 feet apart and acting 
in opposite directions, one being 6 tons and the other 2 tons. 
Find by the force and equilibrium polygons the magnitude and 
line of action of their resultant. 


ART. 8. REACTIONS OF BEAMS. 


By the use of the force and equilibrium polygons the reactions 
of the two supports of a beam carrying given loads may be 
graphically determined. For example, let the beam in Fig. 12 
be subject to two concentrated loads as shown, and be in equi- 
librium under the action of these loads and the two reactions. 
If the values of the reactions were known an equilibrium poly- 
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gon could then be constructed which should act instead of the 
beam to maintain this equilibrium (Art. 7). But since the loads 
and reactions constitute a system of forces in equilibrium, 
the principle that the equilibrium polygon must close (Art. 6) 
furnishes the means of determining the unknown reactions. 


Let P, and P, be the given loads, and let aé and dc be drawn 
equal and parallel to them. Since the force polygon must 
close the line ca then represents the sum of the two reactions. 
Next let any pole 
o be selected, and 
the rays oa, ob, and 


a 
oc be drawn, and a 
parallel to these let P | % SS aw 
B,, B,, and B, be | - be ee b 
arawn, thus. form- ~|' ,-5;" ~ Be ae ah 
ing part of the equi- ke eh Aas eee 
librium polygon. 


This polygon can 

now be closed by drawing &,, joining the points where B, and 
B, intersect the lines of action of the reactions. Finally, in the 
force polygon let od be drawn through a parallel to 4,; thus 
determining the point d; then cd and da are the two reactions, 
the former being A,, and the latter R,. For, cd is the force 
that holds in equilibrium the stresses S, and S, in the members 
B,and B,, and da is the force that holds in equilibrium the 
stresses S, and S, in B, and B,. 

As a second example, let it be required to determine the 
reactions for the overhanging beam shown in Fig. 13 due to 
the two given loads. Laying off ab and dc as before, the sum 
of the reactions is shown by the line ca. Choosing a pole 0 and 
drawing oa, 06, and oc, the equilibrium polygon is constructed 
by taking any point on the line of action of P, and drawing &, 
and B, parallel to oa and o@ respectively. Then from the point 
where B, intersects the line of action of /, the line B, is drawn 
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parallel to oc. Now J, intersects the line of action of R, at m 
and £, intersects that of R, at ~; joining mm by the line B, 
closes the equilibrium 
polygon, and parallel 
to this closing line od 
is to be drawn in the 
force diagram, thus 
determining the two 


reactions cd and da. 


In both the above figures, any ordinate drawn in the equilib- 
rium polygon gives the bending moment in the beam at the 
point vertically above it (Art. 7). In Fig. 13 where the sides 
of the equilibrium polygon cross there is no ordinate, and this 
corresponds to the position of the inflection point in the beam 
where the horizontal stresses change from tension to com- 
pression. 

Prob. 12. Given an overhanging beam as in Fig. 13, its 
length being 18 feet, and the distance between the supports 14 
feet. Determine the reactions due to three loads, one of 
200 pounds at 3 feet from the left end, one of 80 pounds at 6 
feet from the left end, and one of go pounds at the right end. 


ART. 9. SIMPLE BEAMS. UNDER CONCENTRATED LOADS. 


By applying the principles of the preceding articles the ver- 
tical shears and the bending moments may be found for all 
sections of a beam having only two supports and subject to 
any number of concentrated loads. For example, consider a 
simple beam 20 feet long, carrying five loads whose positions, 
and weights in pounds, are shown in Fig. 14. The reactions 
of the supports are found by laying off the loads successively 
on the force polygon, or load line a/, the first load being aé, 
the second dc, etc. Select the pole 9, draw the rays from 0, and 
construct the equilibrium polygon m, x, etc., its closing line 
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being ms. Then through o draw og parallel to mms, and the 
lines 7g and ga will represent the reactions of the right and 
left supports. 


Between the left support and the first load the vertical shear 
equals the reaction ga; between the first and second loads the 
vertical shear is ga — ab = gb; between the second and third 


loads it is ga — ab — bc = gc; and soon. At the fourth load 
the shear changes from positive to negative, and at the right 
support its value is the reaction gf. The diagram shown in the 
figure above the equilibrium polygon gives these shears, and 
the manner of its construction is apparent, each step being one 
of the loads. This is called the shear diagram. 


The ordinates in the equilibrium polygon, or moment dia- 
gram, give the bending moments in the corresponding sections 
of the beam. It is seen that the maximum ordinate is where 
the sides of the equilibrium polygon meet that are parallel to 
od and oe, the rays on opposite sides of and adjacent to ag, 
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the line parallel to the closing side ms of the equilibrium poly- 
gon. As the shear immediately on the left of the correspond- 
ing section is positive, being measured from g to d@, and that on 
the right is negative, being measured from ¢ to e, the important 
relation is obtained that the maximum bending moment occurs 
at the section where the vertical shear passes through zero. 


In making the actual construction for Fig. 14 the linear scale 
used in laying off the beam and the positions of the load was 
5 feet to an inch, and the force scale used in the force polygon 
was 800 pounds to an inch. The pole distance was taken as 
I 000 pounds, and hence the moment scale was 5 000 pound-feet 
toaninch. Any ordinate in the shear diagram, measured by 
the force scale, gives the vertical shear in pounds; thus, 
between the second and third loads the shear is + 300 pounds, 
and between the fourth and fifth loads it is — 625 pounds. 
Any ordinate in the moment diagram, measured by the 
moment scale, gives the bending moment in pound-feet; thus, 
the maximum bending moment is 5 500 pound-feet. Fig. 14, 
however, as here printed, is about one-half the size of the 
actual construction. 

Prob. 13. Construct the shear diagram and moment dia- 
gram for a beam 16 feet long, carrying two loads. each of 4 000 
pounds, one being at 5 feet from the left end, and the other at 
5 feet from the right end. 


ART. 10. SIMPLE BEAMS UNDER UNIFORM LOADS. 


Let a simple beam whose span is Z be uniformly loaded with 
the weight w per linear unit; then each reaction is equal to 
half the total load or $w/, The load may be represented 
graphically by the shaded rectangle on the beam whose base is 
Zand altitude w. 


For any section at a distance x from the left support the 
vertical shear is V= 4wl— wx = w(4l — #); if-V be. an -ordi- 
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nate corresponding to an abscissa x this is the equation of a 
straight line. Thus when = 0, V = 4wl; when « = 44 
V —o; and when.z = 4 V = — $wl. The shear diagram is 
hence constructed by laying off gz equal to the span, making 
gf and 2k equal to 4$wf and joining f/ with &. 

The bending moment in a section distant x from the left 
support is M = 3wl.x — wxe.3x = tuw(le — x’). This is the 
equation of a parabola ; for 2 =O and 4 = 7 the value of 47 1s 0; 
for 2 == 4/, M7 reaches 


its maximum value 4w/’. 


The moment diagram 
may hence be con- 
structed by laying off 
mn equal to the span, 
drawing gr at the middle 
equal to the maximum 
moment, and then con- 


structing the parabola Pie otS: 

mrn. Yo do this the lines ms and ms are drawn, vs being 
made equal to gv, these are divided into the same number of 
equal parts and the points of division joined as shown, thus 
determining tangénts to the parabola. 

If the entire load on the beam were concentrated at the 
middle, aba would be the force polygon, and 64 and ha the two 
reactions. Now let 0 be a pole having the pole distance H/, and 
let the equilibrium polygon msn be constructed. Then from 
the similar triangles oa and msq, 

3 H : 4wl :: $1: 9s. 
Hence if H be equal to unity on the scale of force, the ordi- 
nate gs has the value 4w/’, and since gv is $w/* the maximum 
moment for a single concentrated load at the middle is twice as 
great as that due to the same load when uniformly distributed. 


Prob. 14. Prove that the sum of all the moments due toa 
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uniform load is two-thirds of the sum of all the moments due 
to the same load when concentrated at the middle. 


ART. II. OVERHANGING BEAMS. 


Let a beam be taken with one overhanging end and bearing 
a number of concentrated loads as shown in Fig. 16. The 
loads are given in pounds and the distances in feet. If in the 
force polygon the loads be laid off successively in the order in 


a O 
or A 30 | go 


Ss 


which they are on the beam, and the equilibrium polygon 
m..n.. stu be constructed, the ray og drawn parallel to the 
closing line ma will determine the reactions fe and ga. The 
sides of the equilibrium polygon are found to cross each other 
at 7, and the ordinates to the right of this point lie on the op- 
posite side of the closing line from those on the left. The 
ordinates on the left being regarded as positive, those on the 
right are negative, and they give the bending moments for all 
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sections in the beam. The point /, where the bending moment 
is zero, is called the inflection point ;’on the left of this point 
the lower fibers are in tension while on the right they are in 
compression. 


In order to construct a moment diagram whose ordinates 
shall be measured from a horizontal line mz’, the numerical 
values of the reactions should first be computed; these are 
R, = 60 pounds and &, = 120 pounds. Now form a force poly- 
gon, or load-line, for the reactions and loads by laying off the 
reaction &, from g’ upward to a’, then the first three loads in 
succession from a’ downward to @’, then the reaction R, from 
@’ upward to é’, and finally the remaining loads from e’ down- 
ward tog’. Take the pole o’ on a perpendicular to the load 
line at g’. The equilibrium polygon m’..n’..u’s’¢/ can then 
be constructed, each of whose ordinates is equal to that in the 
polygon m..n.. stu. 


The method of constructing the shear diagram on the axis 
vw will be understood without further explanation than that 
given in Art. 9. It is seen that the shear passes through zero 
at two points, one where the maximum positive moment occurs, 
and the other at the right support where the negative moment 
is a maximum. 


The linear scale used in the actual construction of Fig. 16 
was 4 feet to an inch, and the force scale was 60 pounds to an 
inch; the pole distance being 100 pounds, the moment scale 
was 400 pound-feet to the inch. In the figure as printed the 
scales are one-half these values. By measurement it is found 
that the maximum shear is 60 pounds, the maximum positive 
moment 120 pound-feet, and the maximum negative moment 
140 pound-feet. 


For the case of a uniform load a shear diagram and moment 
diagram may be constructed by computing the maximum ordi- 
nates and then drawing the straight lines and parabolas (Me- 


26 PRINCIPLES AND METHODS. CHAP. I. 


chanics of Materials, Chap. IV). Thus, let Fig. 17 represent a 
beam 28 feet long with ends overhanging 4 and 6 feet, and let 
the uniform load be 40 pounds per linear foot. The left reac- 
tion is found by computation to be 497.8, and the right reaction 
to be 622.2 pounds; these might also be obtained graphically 
by the equilibrium polygon, regarding the load on each por- 
tion of the beam as concentrated at its center. The shear is 
then found to be zero at ¢, distant 8.45 feet from the left sup- 
port, and at this point the positive moment is a maximum, its 
value by computation being 1106 pound-feet. At the left 
support the negative moment is 
found to be 320and at the right 
support 720 pound-feet. These 
moments being laid off by scale 
the curves can be constructed 
by the method given in Art. Io, 
it being known that the end 
parabolas have their vertices at 
m and gq, and that the middle 


parabola has its vertex at m. 
The inflection points are 


equally distant from the place 
of maximum positive moment, this distance being 7.45 feet 
in Fig. 17. The diagrams thus furnish full information re- 
garding the distribution of the shears and moments in the 
beam. 


Prob. 15. A beam 20 feet long has two overhanging ends, 
each 5 feet long. Draw the shear and moment diagrams due 
to a load of 6 tons at one end and a load of 4 tons at the other 
end. 

Prob. 16. A beam 20 feet long has two overhanging ends, 
each 5 feet long. Draw the shear and moment diagrams due 
to three loads, one of 6 tons at one end, one of 4 tons at the 
other end, and one of 8 tons at the middle. 
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ART. 12. CENTER OF GRAVITY OF CROSS-SECTIONS. 


In problems relating to the strength of beams it is necessary 
to find the position of the neutral axis of the cross-section 
(Mechanics of Materials, Chap. III). The neutral axis passes 
through the center of gravity of the cross-section, and in find- 
ing the position of the center of gravity the equilibrium poly- 
gon may be employed. For instance, let the cross-section of a 
deck beam shown in Fig. 18 be taken. As this cross-section 
has an axis of symmetry AV, the center of gravity lies on this 
axis. The area is divided into simple geometrical figures or 
narrow strips by lines perpendicular to the axis, and at the 
centers of gravity of these parts forces proportional to their 
areas are applied. The force and equilibrium polygons are 
constructed in the usual manner, taking the pole opposite the 
center “ of the force line and making the pole distance oh 
equal to a. The extreme sides of the equilibrium polygon 
M..%..@g are pro- 
duced until they 
meet -at 7, the 


special position of 
the pole causing 
them to form the 
best intersection, 
that is, at right an- 
gles. According to 
“Art. 6, the point 7 
is in the line of action of the resultant of the forces considered, 


hence 7C drawn parallel to the forces is the line of action of 
the resultant. The center of gravity lies on this line and there- 
fore at its intersection with the axis AD. 


If the surface is very irregular in outline it should be divided 
into strips so narrow that the area of each one is equal to the 
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product of its mean length by its width without appreciable 
error. If there be no axis of symmetry, the process described 
above must be repeated for a direction at right angles to the 
first, and the center of gravity will lie at the intersection of the 
two resultants found. 


Prob. 17. Find the center of gravity of the cross-section of 
the channel-iron whose dimensions in inches are given in 
Fig. 19. 

Prob. 18. Five parallel forces act 
in the same direction. Beginning ° 
at the left their magnitudes are 45, 

Fig. 19. 120, 30, 225, and 80 pounds, and 
the successive distances between them are 6, I0, 3, and 8 feet. 
Determine the magnitude and position of their resultant. 


ART. 13. MOMENT OF INERTIA OF CROSS-SECTIONS. 


For beams under flexure the bending moment JZ for any 
, ea Vie 
section equals the resisting moment with reference to the 


neutral axis in that section in which S is the unit-stress in the 
most remote fiber distant c from the axis and / is the moment 
of inertia of the cross-section with reference to the same axis 
(Mechanics of Materials, Art. 19). 


In Art. 12 the method is given for finding the center of 
gravity through which the neutral axis passes, and the moment 
of inertia / may be obtained from the same construction by the 
following rule: Let A be the area of the given cross-section, 
and A’ the area included between the equilibrium polygon and 
the two lines whose intersection determines the center of 
gravity; then J is the product of A by A’, or = AJ’, pro- 
vided that the pole distance is $4. This rule will now be 
demonstrated in connection with a practical example. 


Let it be required to find / for the Pencoyd T iron, No. 109, 
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shown in Fig. 20. The cross-section A measures 4.04 square 
inches, and by the force and equilibrium polygon the neutral 
axis EC is found to be 1.32 inches from the base of the T. 
Now produce sg until it meets the axis at ¢. The triangles gtu 
and ofe are similar, as their sides are mutually parallel. Let y 
be the distance from g to the axis; then 


CEP ef OR. 
But ef equals the area P, laid off to scale, and the vole distance 
oh was made equal to $4 ; hence, 

tin A Py, 
Multiplying this by y, and remembering that $¢u.y is the area 
of the triangle gtu, 
gives, 

Ly 
a 
area glu ie 

The other triangles 
composing the area 
between the equilib- 
rium polygon and 
the lines mr and sr 
may be expressed 
in a similar manner. 


It thevarea P. were 
of the width dy its moment of inertia would be Py’, and by 
adding all the areas together there would be found, 


Gi A j or he AA 
in which case the broken line m ... mugs becomes a curve which 
is tangent to the lines mr and sry at the extreme limits of the 
given cross-section. This curve may be drawn and the area 
A’ determined either by dividing it into strips or by the 


planimeter. 
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By performing the above operations on a full scale drawing 
for the T iron shown in Fig. 20 the area A’ was found by the 
planimeter to be 1.80 square inches, hence the moment of 
inertia is 

i == 4.04%) 1.80.45 7.27 inches, 
This agrees very well with the value given in the manufac- 
turer’s pocket-book, which is 7.26 inches’. 

Prob. 19. Determine the moment of inertia of the channel 
iron shown in Fig. 19 with respect to an axis through the 
center of gravity and normal to the web. Determine also the 
moment of inertia for an axis through the center of gravity 
and parallel to the web. © 


ART. 14. GRAPHICAL ARITHMETIC. 


In the various operations that are performed on the draw. 
ing board cases occur where quantities are to be added, sub- 
tracted, multiplied, or divided, and it frequently happens that 
this may be done by some simple graphical procedure instead 
of by the common methods of arithmetic. Whatever be the 
nature of these quantities they are represented by straight lines, 
the number of units in the length of a line denoting the mag- 
nitude of the quantity. 


To add together several lines it is only necessary to place 
them end to end and then measure the total Jength by the 
scale. | 


To subtract one line from another the first is to be laid off 
from the end of the second in the opposite direction and then 
their difference can be measured by the scale. 


To add algebraically several quantities, some positive and 
some negative, the sum of the lines representing the negative 
ones is to be found and subtracted from the sum of the lines 
representing the positive ones. 
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To multiply any line of length a by any quantity repre- 
sented by a line of length m, let OX and OY be drawn making 
a convenient angle with each other. Lay off Od equal to unity, 
Qa equal to a, and Om equal to m. Then Oy is the required 
product @ X m. For, by similar triangles, 

Cyne Oa OO, 
whence Oy Od K Ont == ah i: 
By successive applications of this principle the product of sev- 
eral factors may be found. 

To divide a line of length m by one of 
length 4, let Oa be laid off equal to unity, Om 
equal to m, and Od equal to 46; then making 


the construction as before, the similar trian- 
gles give 

Oy = Om + Ob=m ~ 5, 

and hence Oy is the quotient found by dividing m by 8. 


By the help of the principle of similar triangles a number 
of graphical constructions can be made for adding and multi- 
plying fractions. For instance, let it be 
required to find the product of the two 
fractions 7%, and 2. On any line OX lay 
On, as in Vig. 22, 02 = 13 and Oc = 8; 
erect the ordinates a6 = 6 and cd = g; 
join Oband Od. Select any abscissa Ox, 
in this case taken as 10, draw the ordi- 
nate xy, and taking Ox’ equal to xy, draw the ordinate 2’y’. 
Then the product of the two fractions is one-tenth of 2’y’, 
For, by similar triangles, 

i (et Sala: 2s 


Fig. 22. 


Multiplying these together, term by term, and inserting the 
values, there results 
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Measuring 2’y’ by the scale it is found to be 5.2; hence the 
required product is 0.52. 
Prob. 20. Show by Fig. 21 how to graphically transform 


are ’ ; ; A 
the fraction = to an equivalent fraction having 9g for its de- 
nominator, 


Prob. 21. Make the following graphical constructions: (a) 
to square a given number, (4) to extract the square root, (c) to 
find the reciprocal, the final result in each case to be repre- 
sented by the length of a straight line. 
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CHAPTER II. 
ROOF TRUSSES. 


ART. 15. DEFINITIONS AND PRINCIPLES. 


A roof truss is a structure whose plane is vertical, and is 
supported at its ends by the side walls of the building, being 
so arranged that its principal members are subject only to ten- 
sile or compressive stresses under the influence of the loads 
which it is designed to carry. 

The points where the center lines of the adjacent members 
meet are the centers of the connections which form the joints. 
The joints of the truss are supposed to be perfectly flexible, 
and the external forces, consisting of the loads and reactions, 
to be applied only at the joints. 

For stability the elementary figures composing a truss must 
be triangles, since a triangle is the only polygon which cannot 
change its shape without altering the lengths of its sides when 
loaded at one or more joints. 

The ‘span’ of a truss is the distance between the end joints 
or the centers of the supports, and the ‘rise’ is the distance 
from the highest point, or peak, to the line on which the span 
is measured. 

The ‘upper chord’ consists of the upper line of members 
extending from one support to the other. Each half of the 
upper chord of a triangular truss is sometimes designated the 
‘main rafter.” The lower line of members is known as the 
‘lower chord’ or ‘tie rod.’ 


The ‘web members’ or ‘braces’ connect the joints of the 


34 ROOF TRUSSES. CHAP. IL 


upper with those of the lower chord, and may be either verti 
cals, diagonals, or radials. 


A member which takes compression is called a ‘strut,’ 
and one that takes tension a ‘tie.” The upper chord and 
some of the braces are subject to compression while the lower 
chord and the rest of the braces are in tension. 


The fundamental principles of Graphic Statics as given in 
Chapter I apply to the determination of the stresses in trusses 
under given conditions of loading, in the manner indicated in 
Art. 4. The notation employed in this chapter for designating 

truss members and loads differs from 
that previously used, the letters being 


A B placed upon spaces instead of upon 
lines, and any member is named by the 

D letters between which it is situated. 

Fig. 23. Thus, in Pig.23, AC and. 6¢. are the 


two rafters and CD is the tie rod, while AB designates the 
load at the peak. 


Prob. 22. The span in the simple triangular roof truss of 
Fig. 23 is 26 feet, and the rise is 6 feet 6 inches. Find the 
stresses in the members due to a load at the peak of 2050 
pounds. 


ART. 16. DEAD AND SNOW LOADS. 


Four kinds of loads are to be considered in discussing a 
truss: the weight of the truss itself, the weight of roof cover- 
ing, the snow, and the wind. 


The weight of the truss depends upon its span and rise, 
the distance between adjacent trusses, the kind of material used 
in the construction of the roof covering and the truss, and other 
elements of design. This weight is ascertained from the results 
of experience. In RICKER’S ‘Construction of Trussed Roofs,’ 
page 46, is a table derived from data given by different authori 
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ties which seems to afford the best figures now attainable. 
The following formulas give results approximately agreeing 
with those found by the use of this table: 


For wooden trusses, W = gaKi + 32), 
For wrought-iron trusses, W = $aH(1 + a 


‘n which / is the span in feet, a the distance in feet between 
adjacent trusses, and W the approximate weight of one truss 
‘n pounds. The wooden trusses are to have wrought iron ten 
sion members in accordance with the usual practice. It is seen 
that they are one-third lighter than the wrought iron trusses. 


The roof covering consists of the exterior ‘shingling’ of 
tin, slate, tiles, corrugated iron, or wooden shingles, resting 
usually upon timber ‘sheathing,’ which is supported by ‘ pur- 
lins,’ or beams running longitudinally between the trusses and 
fastened tothem at the upper joints. In large roofs the sheath- 
ing is laid upon ‘rafters’ parallel to the upper chord, the rafters 
resting upon the purlins. The actual weight of the roof cover- 
ing, rafters, and purlins is to be determined only by computa- 
tion for each particular case, but the following values will serve 
for preliminary designs and approximate computations. The 
weights given are in all cases per square foot of roof surface. 


For shingling—tin, 1 pound; wooden shingles, 2 or 3 
pounds; iron, 1 to 3 pounds; slates, 10 pounds; tiles, 12 
to 25 pounds. 

For sheathing—boards 1 inch thick, 3 to 5 pounds. 

For rafters—1.5 to 3 pounds. 

For purlins—wood, 1 to 3 pounds; iron, 2 to 4 pounds. 

Total roof covering—from 5 to 35 pounds per square foot 
of roof surface. . 


The snow load varies with the latitude, being about 30 
pounds per.horizontal square foot in Northern New England, 
Canada, and Minnesota, about 20 pounds in the latitude of 
New York City and Chicago, about 10 pounds in the latitude 
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of Baltimore and Cincinnati, and rapidly diminishes southward. 
On roofs having an inclination to the horizontal of 60 degrees 
or more this load may be neglected, as it might be expected 
that the snow would slide off. 

The weight of a roof truss with that of the roof covering 
which it bears is termed the ‘dead load’ or ‘ permanent load.’ 

For the purpose of securing uniformity in the solution of 
the examples and problems given in this book, the following 
average values will be used, unless otherwise specified : 

For the truss weight—compute from the above formulas. 

For the roof covering—12 pounds per square foot of roof 
surface. 

For the snow load—15 pounds per square foot of horizon. 
tal area. 

The weight of the roof covering, and of the snow which 
may be upon it, is brought by the purlins to the joints o1 
‘apexes’ of the upper chords. The weight of the truss itself 
is also generally regarded as concentrated at the same points, 
the larger part of it being actually applied there. At each 
apex of the upper chord there is hence a load called an ‘ apex 
load,’ and it may be a ‘dead apex load’ or a ‘ snow apex load.’ 

In the wooden truss whose outlines are shown in Fig. 
24, let the span be 48 feet, the rise 10 feet, and the distance 
between the trus- 
ses 12 feet. Then 
the length of the 
rafter is 4/247 + to 
= 26 feet.” Each 
main rafter is di- 
vided into three 
equal parts called 
‘panels.’ From the formula the truss weight is found to be 
1670 pounds. The weight of the roof covering on each rafter 
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is 25 X i2 X 12=3 744 pounds. The weight of the snow sup- 
ported by the entire truss is 48 X 12 X 15 = 8 640 pounds. 
The total dead load is 1670 +2 X 3 744 = 9 158 pounds, 
and. the dead apex loads GC, CD; DD’, D’'C, and C’B’ are 
each one-sixth of the total load or 1 526 pounds, while AB 
and 5’A’ are each one-half as much, or 763 pounds. The snow 
apex loads are in like manner I 440 pounds and 720 pounds. 
The apex load is also called the ‘ panel load.’ 


If the panels be of unequal lengths, the load at any apex is 
found by considering that the weights brought to it by the 
purlins are those upon a rectangle extending in each direction 
half-way to the adjacent apexes. 


When the two halves of the truss are symmetrical the reac- 
tions of the supports are equal, each being one-half of the total 
joad. When the truss is unsymmetrical, the reactions are 
found in the same way as for concentrated loads on a beam. 
In the above example each dead load reaction is 4 §79 pounds 
and each snow load reaction is 4 320 pounds. 


The reaction and the half apex load acting at each support 
produce an effective reaction equal to their difference. This 
effective reaction is that due to the other apex loads, and 
therefore the half apex loads at the supports may be omitted 
entirely from consideration. The effective reaction for the 
above example is 4 320 — 720 = 3 600 pounds, or by disregard- 
ing the loads at the supports it is one-half the sum of the full 
panel loads, thus, $(5 & I 440) = 3 600 pounds. 


Prob. 23. A wrought iron truss, like Fig. 24, has a span of 
60 feet, rise 14 feet, and distance between trusses 16 feet. 
Find the apex loads and reactions due to dead and snow loads. 

Prob. 24. A wrought iron truss of the above form has a 
span of go feet 6 inches and a rise of 18 feet 9 inches, the 
trusses being 18 feet apart. Compute the apex loads and 
reactions. 
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ART. 17. STRESSES DUE TO DEAD AND SNOW LOADS. 


The wooden truss shown in Fig. 25 has a span of 42 feet, 
rise at peak 14 feet, rise at hip 10 feet 3 inches, horizontal 
distance from hip to peak 12 feet 6 inches, and a distance 
between trusses of 8 feet. 


The lengths of the members BG and EZ are eack 
V8.5? + 10.257 = 13.32 feet, and of CH and DK ¥12.57 + 3.75° 
= 13.05 feet. The weight of the truss is found to be 874 
pounds by the formula in Art. 16. The roof covering on 
BG weighs 13.32-X 8 X 12 = 1279 pounds, and on CH is 
13.05 X 8 X 12 = 1253 pounds. The snow load on BG is 
8:5 <8 % 15 = 1.020'pounds, and on 8 C/7 1s 12.59 60s 
= 1500 pounds. The apex loads, expressed in pounds, are 
then as follows: 


AB=EF BC= DE cD ToTaL 
PE MUSSS YONG dee) < woo 218 218 872 
Roof covering,. . 640 1 266 I 253 5 065 
DCAG oka ee eee I 484 I 471 5 937 
SNOW, aoe als) peo I 260 I 500 5 040 - 


Each dead load reaction is therefore 2969 pounds, and each 
snow load reaction 2 520 pounds. 


The truss diagram, Fig. 25, composed of the center lines 
of the truss members, is carefully drawn to as large a scale as 
convenient, each joint being marked by a fine needle point 
and surrounded by a small circle to limit the lines drawn 
toward the point. In the actual construction the diagram was 
drawn to a scale of 3 feet to an inch, but the above figure 
is reduced to nearly one-seventh of the original size. 


The external forces acting upon the truss are in equilibrium, 
and hence form a closed force polygon (Art. 2). These forces 


being parallel the resulting polygon becomes a straight line, 
which is called the ‘load line.’ 
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Taking first only the dead load and using a suitable scale 
{1 000 pounds to an inch was used on the original drawing), the 
apex loads taken in regular order from left to right are laid off 
in succession on the vertical load line af in Fig. 26, thus: the 
distance a@@ is laid off equal to the load AB or 749 pounds, 
then dc equal to the load 
BC, and so on. Next 
fm is laid off upward 
equal to the reaction 
FM or 2969 pounds, 
and ma equal to MA, 4¥ 
thus closing the polygon. 


Beginning with the 
joint at the left support where the reaction M/A and the 
load AB are held in equilibrium by the stresses in BG and 
MG the polygon representing these forces will also be 
closed; 4g is therefore drawn parallel 
to BG and mg parallel to MG. The 
lengths of 4g and mg, measured by 
the scale used on the load line, give the 
magnitudes of the stresses in these 
members. To find the character of the 
stresses the direction around the poly- ; 
gon indicated by the upward reaction 
is followed, that is, from to a, a to 4, 
6tog,and from gto m. Transferring 
these directions to the joint considered, 
the stress in BG acts toward the joint 
and is therefore compression, while that in GJ/ acts away 
from the joint and is tension. 


. The stress diagram is continued by passing to the left hip- 
' joint and constructing the force polygon dchg to represent the 
; stresses in the members meeting at that joint. Next are con- 
. structed the polygons for the right support, the right hip-joint,” 
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and nally for the joint at the peak. The closing line 2& 
must be parallel to WX, and the entire diagram be sym- 
metrical with respect to a horizontal axis through m. These 
closed force polygons are drawn for all the joints taken in suc- 
cession because the loads and stresses acting upon each joint 
in the truss are in equilibrium. 

The points /, £, 4, and g, in Fig. 26, may be regarded as 
the poles of the various equilibrium polygons which surround 
the spaces L, K, H, and G, in Fig. 25. After the application 
of the principles is fully understood, it is not necessary even 
to consider the entire polygon for any one joint. In deter- 
mining the point 4, for instance, which corresponds to the 
space 77, it is found that the points g and ¢ corresponding to 
the spaces G and C, that are adjacent to 4, are already fixed 
in position, whence by drawing c# parallel to CH and gh par- 
allel to GH the point % is obtained by their intersection. 


The method given above for finding the character of the 
stresses requires passing around the perimeter of every force 
polygon contained in the stress diagram, unless the truss and 
its loading are symmetrical, in which case only one half of 
the polygons are so. used. The line representing the stress 
in each member must in all cases be traced twice, and if no 
external force acts at any joint the direction of passing around 
the corresponding force polygon must be obtained from the 
character of the stress in one of its connected members already 
found. Thus, for the middle joint of the lower chord the 
stress in G/M is known to be tension, and therefore acts away 
from this joint; that is, toward the left. The polygon 
mghklm must therefore be followed around in the direction 
indicated by the order of the letters here given. 


Another method will now be described by which the 
character of the stress in any member may be determined 
without reference to that in any other member, and by which 
considerable time may be saved. For convenient reference 
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Figs. 25 and 26 are reprinted on this page, a slight addition 
being made to the latter as will be explained, and therefore 
it is marked Fig. 26a. 


The loads AB, BC, CD, DE, and EF, and the reactions 
£M and MA, were laid off on the load line in Fig. 26a in the 
order just stated; that is, they were taken in regular order 
while passing around the truss in Fig. 25 in the direction of 
the hands of a watch. As an aid in remembering this fact 
the circular arrow is placed aside of the stress diagram. By 
passing in the same direction around the left hip joint, for 
instance, the letters in the adjacent spaces occur in the or- 
der C-H-G-&-C. The corresponding force polygon has the 
same lower-case letters at its vertices, and is to be followed 
around so that its letters c-/-g-b-c shall also have the same 
order. When the directions thus indicated, c to %, h to g, 
etc., are transferred to the joint, ch acts toward it and is 
therefore compression, while 4g, acting away from it, is ten- 
sion, and gd is compression. Again, let it be required to find 
the kind of stress in 17Z. With reference to the middle joint 
of the lower chord these letters occur in the order L-l/, 
hence the direction of its stress is from / to m in the stress 
diagram. As this direction is away from the joint, ZJZ must 
be in tension. 
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As it is evident that trusses supported like that in Fig. 25 
have the upper chord in compression and the lower chord in 
tension, whatever the arrangement of the web members may 
be, it usually remains to find only the kinds of stress-in the 
web members. In this example they may all be found by 
considering the order of the letters in the web spaces with 
reference to the middle joint of the lower chord, and in any 
other truss having more web members by similarly taking the 
letters in their regular succession with reference to the respec- 
tive joints of one of the chords. Let the student test this 
statement in the next article and observe that the web stresses 
will thus form a connected chain which may be rapidly traced. 
Let the joints of the lower chord be used first, and those of 

the upper chord afterwards, for a com- 

parison of their relative convenience. 
S Considering now the polygon chgmabc 
in Fig. 26a, the forces represented by its 
sides are in equilibrium since the poly- 
YS gon is closed. Referring to» Fig. 25 it 
&isseen that the stresses in CH, HG, and 

GWM are in equilibrium with the reaction 

MA and loads AB and AC on the left of 

a section cutting these members. But 

chgmfedc is also a closed polygon, hence 
the stresses in the same members are in equilibrium with the 
reaction and loads on the right of the section. Thus is again 
demonstrated the principle that the internal stresses in any 
section hold in equilibrium all the external forces on either 
side of the section (Art. 7). 


The stress diagram for snow load, Fig. 27, is next con- 
structed in a similar manner to that for dead load. As the 
snow loads are here laid off in the reverse order from the dead 
loads, the diagram is situated on the right of the load line 
instead of on the left as in the preceding figure. 


lan DP oer 
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The lines in all the diagrams are to be drawn with a well- 
sharpened pencil pressed lightly on the paper so as to produce 
a very fine line. As soon as an intersection is obtained it is to 
be marked with a needle point, enclosed with a small circle, 
and designated by the proper letter; other lines drawn to or 
from that point are not to pass within the circumference of this 
circle. The triangle and straight edge used in drawing parallel 
lines should be so arranged as to. require the triangle to be 
moved the shortest distance. Special care is needed to hold 
the pencil at the same inclination from the beginning to the 
end of a line, or the line will not be strictly parallel to the edge 
of the triangle. 


The following results, expressed in pounds, are now ob- 
tained by applying the scale of force to the stress diagrams : 


Truss MEMBERS. BG=EL CH=DK | GM=LM | GH=KL AK 
Dead load stresses. | — 3 860 — 3860 | +2580 | +1280 | +750 


Snow load stresses. | — 3500 — 3640 + 2 340 +1310 | + 600 


When but a slight difference is found between the lengths of 
any pair of symmetrical lines in the stress diagram the average 
of the two is to be used; otherwise the diagram should be 
re-drawn. 


As a final check the stresses in CH are computed (Roofs and 

Bridges, Part I, Art. 5), the lever arm of C// being measured 
on the truss diagram and found to be 7.27 feet. The stress 
due to dead load thus obtained is 3 861 pounds, and that ope 
to snow load is 3640 pounds. 
* Prob. 25. The upper chord of a wrought iron truss like Fig. 
‘24 is divided into six equal panels, the triangle formed by the 
middle panel of each main rafter with the adjacent braces being 
isosceles. The span is 78 feet, the rise 19 feet 6 inches, and the 
trusses are 16 feet 6 inches apart, center to center. Find the 
dead and snow load stresses. 
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ART. 18. A TRIANGULAR ROOF TRUSS. 


In the wrought iron truss in Fig. 28 the upper chord is 
divided into eight equal panels, verticals are drawn through the 
apexes, and the diagonals slope upward toward the center. 
Let the span be 80 feet, the rise of peak 15 feet, the lower 


chord horizontal, and the distance between adjacent trusses 18 
feet, center to center. 


The main rafter is found to be 42.72 feet, and each panel 
10.68 feet long. The weight of the truss is 9 720 pounds, and 
of the roof covering 18 455 pounds, making the total dead load 
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28175 pounds. The dead apex load is one-eighth of this 
amount, or 3 522 pounds, and the half apex loads at the sup- 
ports are each 1 761 pounds. 


Since the inclination of each panel of the upper chord is the 
same the snow apex loads are equal, each one being 10 X 18 
xX I5 = 2700 pounds. The ratio between any snow apex load 


and a dead apex load being ae = 0.7666, the stresses caused 


by the snow load will bear the same ratio to those due to dead 
load, and hence only the dead load stress diagram is required. 


The construction is begun by laying off the load line aa’ 
equal to 28175 pounds by scale and bisecting it at x The 
half apex loads ad and a’d’ are next laid off equal to 1 761 
pounds and 0d’ divided into seven equal parts. The reactions 
are a’z and xa, closing the polygon of external forces. The 
polygons representing the forces acting at each joint are suc- 
cessively formed, as explained in Art. 17, by beginning at the 
left support, passing to joints alternately on the upper and lower 
chords until the peak is reached, then going to the right support 
and passing from joint to joint until the peak is reached again. 
The last line to be drawn is 2’m, which must be parallel to L’'M 
and pass through the intersection 7 of the lines 4 and nm. 
The diagram if accurately drawn will be symmetrical with 
respect to zf; the distances fh, hk, and km will be equal, the 
points g, 7, and / lying on a line parallel to /’d’ drawn through 
a point below 2’ on the load line at a distance equal to d’c’. 
Again, cg and c’g’ will pass through the intersection £ of xf and 
i’. Asa final check the stress in ZV may be computed; thus, 


(14.088 — 1 761)40 — 3 522(30-+ 20-++10)— SX 15 =0; 
from which the value of S is + 18 784 pounds. 


The scale of this stress diagram should be such that the line 
bf will not be longer than the main rafter of the truss diagram. 
The dead load stresses in the following table were obtained by 
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using scales of 5 feet to an inch and 4000 pounds to an inch. 
The stresses due to snow load are then found by multiplying 
the dead load stresses by the ratio 0.7666. 


Truss MEMBERS. Dee paoy fae? 
I Pounds. Pounds. 
Br — 35.090 — 26 900 
Upper chord, CG — 35 090 — 26900 
D] — 30080 — 23060 
EL — 25070 — 19 220 


EN + 32870 ++ 25 200 
HN + 28 180 + 21 600 
KN + 23 480 ++ 18 000 
MN + 18 780 + 14400 


Lower chord, 


FG — 3520 — 2700 

GH ‘+ 5 870 ++ 4 500 

HT] — 5280 — 4050 
Braces, 

Je + 7 060 +5410 

KL — 7040 — 5 400 

LM + 8450 + 6 480 


Prob. 26. A wooden truss of the type of Fig. 28 has a span 
of 60 feet, rise 15 feet, and distance between trusses 14 feet. 
The upper chord is divided into six equal panels. Find the 
apex loads, reactions, and the dead and snow load stresses in 
all the members, ' 


ART. 19. WIND LOADS. 


The pressure produced by the wind on a roof surface depends 
on the direction and velocity of the wind and on the inclination 
of the roof. The wind is supposed to move horizontally, and 
a hurricane at 100 miles per hour exerts a pressure of probably 
50 pounds per square foot of surface normal to its direction. 
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In determining the stresses due to wind it is often specified 
that the wind pressure shall be taken at 4o pounds per square 
foot of vertical surface. 


While the subject is not fully understood, experiments show 
that the resultant pressure of a horizontal wind on an inclined 
surface may be represented by a normal force varying with the 
roof inclination. The following values deduced from experi- 
ments give the normal pressure per square foot for a horizontal 
wind pressure of 40 pounds per square foot for different inclina- 
tions of the roof surface: 


Inciin. Nor. PREss. Inciin. Nor. Press. Incuin. Nor. PrEss. 
ee 5.1 25° 22.6 45° 36.0 
10° 9.6 30° 26.5 50° 38.1 
15° 14.2 65° 30:1 55° 30-4 
20. 18.4 40° 33:3 60° 40.0 


For all inclinations exceeding 60 degrees the normal pressure 
is 40 pounds per square foot, and for intermediate inclinations 
the pressures are obtained by interpolation. Should the hori- 
zontal wind pressure be assumed lower or higher than 40 pounds 
the normal pressure is to be changed in the same ratio. 


Let it be required to find the wind apex loads for the truss 
whose dimensions are given in Fig. 30. The inclination of AB 
is found to be 50° 
“Oo vand that . of 
we 10 Ao, hence 
from the above 
table the normal 
wind pressures are 
respectively 38.3 
and 15.6 pounds 
per square foot. If the trusses be 12 feet apart the total 
norma! wind pressure on AB is 


V0.6" + 11.77 X 12 X 38.3 = 6 954 pounds, 
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one-half of which is applied at A and one-half at 4, as shown. 
In the same way the wind upon BC brings at B and C two 
normal apex loads, each of I 407 pounds. 


The two apex loads at B are then combined by means of the 
force triangle, the resultant being 4 711 pounds. 


Prob. 27. Find the wind apex loads for the truss in Fig. 25, 
using the dimensions given in Art. 17. 


ART. 20. A TRUSS WITH FIXED ENDS. 


Roof trusses of short span, especially wooden trusses, gener- 
ally have both ends firmly ‘fixed’ to the supporting walls. The 
reactions caused by the wind pressure are inclined and their 
horizontal co m- 
ponents tend to 
overturn the walls 
of the building. 


Let the truss in 
Fig. 31 have both 
ends fixed, the span being 4o feet, the rise of peak I0 
feet, the rise of horizontal tie rod 2 feet, and the distance 


between trusses 12 feet. 
ge 


Fig. 3r. 


The length of the main rafter 
is found to be 22.36 feet, its in- 
clination 26° 34’ and the normal 
wind pressure (Art. 19) 23.8 
pounds per square foot of roof 
b¢ surface. The apex load BC is 
eX 22.20/12 2a 

3 193 pounds = 1.6 tons, 


and the half apex loads AB and CD are each 0.8 tons. 


As the sum of all the external forces in the direction of the 
wind loads must equal zero, the reactions are parallel to them. 
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The directions and lines of action of the reactions at the 
supports being therefore known it is required to find their 
magnitudes, which is done by the method of Art. 8. The 
‘results obtained are 2.2 tons for the left reaction, and 1.0 
ton for the right reaction. These values may now be checked 
by computation. A perpendicular from the right support to 
the left reaction measures on the truss diagram 35.78 feet. 
Taking moments about the right support, 

AL X 35.78 — 0.8 X 35.78 — 1.6 x 24.6 — 0.8 X 13.42 =0, 
whence AL = 2.2 tons. Ina similar manner, by taking mo- 
ments about the left support, the reaction DZ is found to be 
1.0 ton. The same result is obtained both graphically and 
analytically by replacing the apex wind loads by their resultant, 
3.2 tons, applied at the middle of the rafter. 


The stress diagram is begun by drawing ad normal to the 
main rafter and equal to 3.2 tons by the scale of force, while 
ab and cd are each made one-fourth of the length of ad. The 
diagram is then completed in the manner described in preced- 
ing articles. As # and & are found to 
coincide it shows that there is no stress in | Memsers. | Stresses. 
/1K when the wind blows on the left side i 


Tons. 
of the truss. BE = 4:68 
With scales of 3 feet to an inch and I CF — 4.68 


ton to an inch the results given in the table | ZZ -+ 4.88 
were obtained. Asa check the stress in GL GL +- 1.68 


is computed, the same value being found | 4” = 1,60 
as that given in the table. oe + 3.32 
DE — 2.79 


If the wind loads be placed on the right- | py | ~ 9.49 
hand side of the truss the corresponding | zx | 42.08 
stress diagram will be the same as Fig. 32 HK 0 
when revolved about a vertical axis, there- GH + 0.52 
fore only one stress diagram is required in 
this case. Accordingly the stresses in the members of either 
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half of the truss when the wind blows on the right are the 
same as tho stresses in the corresponding members of the 
other half of the truss for wind on the left side. For in- 
stance, the stress in GH is + 3.32 and in EF is zero for wind 
on the right. 


Prob. 28. Find the wind stresses in all the members of the 
truss in Prob. 26, both ends being firmly bolted to the walls. 


ART. 21. A TRUSS WITH ONE END FREE. 


Changes in temperature cause expansion and contraction in 
iron trusses which if both ends are fixed give rise to certain 
stresses. To avoid these only one end is fastened to the sup- 
) porting wall, the 
other being mere- 
ly supported or 
“free,” so: that it 
may move _hori- 
zontally in the 


direction of the 
length of thetruss. 
The free end may rest upon a smooth iron plate upon 
which it slides, but this arrangement requires too much 
friction to be overcome in the case of heavy roofs, especially if 
the plate becomes rusty. Sometimes it is attached to a rocker, 
as at A in Fig. 33, and often rollers are employed, as shown at 
4. If no friction exists at the free end the reaction there is 
vertical. . 


Fig. 33. 


In determining the stresses due to wind when one end is 
fixed and the other free it is necessary to construct two dia- 
grams, one for the wind blowing on the fixed side and the 
other for the wind load on the free side. 


For example, let the truss in Fig. 34 be taken, the span 


AERT.-21. A TRUSS WITH ONE END FREE, 55 


being 76 feet, rise of upper chord 19 feet, rise of lower chora 
4 feet, and the distance between trusses 15 feet. The web 
members consist of verticals and diagonals as shown, the 
chords being divided into eight equal parts. 


The inclination of the upper chord is the same as that in 
the last article, hence the normal wind pressure per square foot 


is 23.8 pounds, the apex loads BC, CD, and DE are 1.9 tons 
each, and the loads AB and ZF are 0.95 tons each. 


The reaction at the free end being vertical, its value is most 
readily found by computation. Taking moments about the 
left support and considering the total wind load concentrated 
at the middle of the rafter, 


(too 224 =X 76= 0, whence “VU =-2.12 tons. 


In Fig. 35 let af be drawn perpendicular to the loaded 
upper chord and made q 


equal to 7.6 tons; ab 

and ef are then laid 

off equal to 0.95 tons 
each, and de divided 
into three equal parts. , , | 
The vertical reaction ona 
fu is next drawn J 


equal to 2.12 tons, and Fig. 35: 
as the other reaction must close the force polygon, wa repre- 
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sents the magnitude and direction of the reaction UA at the 
fixed end. 


The student should notice particularly that it is not possible 
for the reaction at the fixed end to be parallel to the wind 
loads when one end rests on rollers. 


The stress diagram is constructed in the usual manner by 
beginning with the forces acting at the left support, and passing 
to joints alternately on the upper and lower chords. After 
the joint DENML is reached the forces at the peak are taken 
instead of passing to the central joint of the lower chord. The 
force polygon for the peak is zefon, the point o being deter- 
mined by it. Now passing to the joint below the peak the 
corresponding force polygon requires a parallel to UP to be 
drawn through ~z, and a parallel to OP through 0. It is found 
however that the former parallel passes through 9, thus closing 
the polygon and reducing of to zero. But wo, of, and fu form 
a closed force triangle which indicates that O belongs to the 
entire space between the chords in the right half of the truss; 
therefore in this part of the truss each chord has the same 
stress in every panel and no web member is stressed when the 
wind blows on the opposite side. 


The same thing may be shown in a different manner by be- 
ginning at the right support where the reaction FU is held in 
equilibrium by the stresses in V7 and FT. ‘The force triangle 
fuo represents this relation, wo being the stress in U7 and fo 
that in #7. Passing to the next joint on the upper chord it is 
required to draw a triangle two of whose sides shall be parallel 
to the straight upper chord and the third side parallel to ST. 
This causes the two sides to coincide and the third side to 
disappear, hence the stress in FS equals that in AZ and the 
stress in ST is zero. The same conditions occur at eack 
joint on the upper and lower chords to the right of the 
middle of the truss. 
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If the stress diagram be accurately drawn, the point m 
marks the intersection of ch, ug, lm, and mm. The points g, %, 
#, and z will lie in a straight line and be equidistant. 


When the wind blows upon the free side of the roof, as in 
Fig. 36, the apex loads are the same as before, and the reaction 


Fig. 36. 

FU equals 4.68 tons. After fa in Fig. 37 is laid off, fw is 
drawn vertically equal to 4.68 tons by scale, its length being 
the same as wv in Fig. 35. In this stress diagram which is 
completed similarly to. 
Fig. 35, ez represents the 
stress in the upper chord, 
and wz that in the lower 
chora, of the left half of 
the truss, The braces on 
the left of MO are not 
affected by the wind on y 
the right. Fig. 37. 

The actual construction of the diagrams for this example 
was made to scales of 6 feet to an inch and 2 tons to an inch, 
and the results are shown in Figs. 38 and 39. The stresses are 
marked on the skeleton truss diagrams for convenient compari- 
son, the members in compression being indicated by heavy 
lines and the tensile members by light lines. The checks by 
computation give — 6.01 tons for the stress in /'O, Fig. 34, and 
— 5.00 tons in AVX, Fig. 36. 
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It is seen that greater stresses are produced in the chords ex- 
cept ZW, and in the center vertical when the wind blows on the 


Fig. 30. 
fixed side, while the stresses in the braces to the windward 
with the exception of VO, are the same for the wind blowing 


on either side. 


The reactions may also be obtained graphically. The direc- 
tion of the reaction at the fixed end is unknown, but its line of 
action passes through the joint at that end, hence the equilib- 
rium polygon should be drawn from that joint to a vertical 
through the support at the free end. The ray drawn parallel 
to the closing line will then intersect the vertical through / at 
the point z. 

Prob. 29. Determine the reactions for the example in this 
article by the equilibrium polygon. . 

Prob, 30. Find the wind stresses for the truss in Fig. 28, 
using the dimensions given in Art. 18. The right end is to rest 
on rollers. 


ART. 22. ABBREVIATED METHODS FOR WIND STRESS. 


When the lower chord is horizontal the stresses in the main 
rafter either to the windward or to the leeward are the same 
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for the wind blowing either o2 the fixed or on the free side. 
The difference between the stresses in. the horizontal chord 


under the two conditions equals the horizontal component 
(av, in Fig. 35) of the wind loads, the tension being less when 


the wind blows on the 
free side. In sucha 
case, then, only one 
wind stress diagram 
is really needed. 


Even if the lower g, 


chord is raised, a few 
additional lines on the 
diagram for wind on 


“n 
Fig. 42. 


the fixed side render the other diagram unnecessary. The full 
lines in Fig. 42 are simply a copy of Fig. 35 and the truss 
diagram in Fig. 40 is lettered to correspond, the rollers being 
at the right support. Now supposing the wind loads to remain 
unchanged and the rollers to be transferred to the left support, 
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the corresponding stress diagram is that shown in broken lines. 
This relation of the wind loads, the truss, and the rollers is 
illustrated in Fig. 41. 

Let a horizontal line be drawn through wz until its meets the 
vertical through a at w’, and join uw’ with f and a thus giving 
the new reactions fw’ and u’a. Let u’x be drawn parallel to 
bg meeting ug at x, and w'y parallel to fo meeting wo at y. The 
line joining x and y will be parallel to xo. 

The stresses in the main rafter are changed when the rollers 
are transferred to the left support by the amount ge’ = 4/’ = 
il! =nn' = u'x = u'y = oo’, those in the lower chord are changed 
by wx = uy, and that in VO by xy, while the remaining stresses 
are unaltered. ; 

Applying the scale, «’* and w’y are each found to be 1.02 
tons, the differences wx and wy are each 4.33 tons and ry meas- 
ures 0.90 tons. In the following table the first line contains 
the stresses obtained from Fig. 35, and after subtracting the 
changes of stress, the same results are obtained as those derived 
from Fig. 37: 

STRESSES FOR WIND ON THE LEFT. 


Truss MEMBERS, . « BE | CH) DENNEN | (FO UG | UK | UM | UO || NO 


Rollers on right, . . 11.72 | 9.66| 7.60} 5.54] 6or || 13.52| 10.82] 8.11] 5.40]] 4.32 
Changes in stresses, . 1.02] 1.02] 1.02| 1.02] r.02 4-33 | 4.33 | 4:33 1 4:33 0.90 


Rollers on left, . . . || 10.70] 8.64] 658] 4.52] 4.99 || 9-19] 6.49] 3.78] 1.07 |! 3.42 


Truss MEMBERS, .. . BG’ | CH’ | DL! | EN’| FO’ || U'G'| UR’ |U'M’ | U0" || NO 


For any other type of truss the changes are likewise easily 
obtained. When the middle panel has a horizontal tie as in 
the example given on Plate I, the form of the auxiliary polygon 
u’xzy is somewhat different from the preceding one and the 
change for the horizontal tie is measured from & to z. The 
following measurements were obtained from the original dia- 
gram which was made with a scale of 2 tons to an inch: u/r= 
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u'y = 0.88 tons, kx = ky = 4.29 tons, ke = 4.17 tons, and xz = 
y% = 0.40 tons. 

Prob, 31. Prepare a table of wind stresses similar to the 
above for the example given on Plate I. 

Prob. 32. Find the wind stresses for a wooden truss like 


Fig. 34 whose span is 74 feet, rise of peak 19 feet, the lower 
chord being horizontal and the trusses 16 feet 3 inches apart. 


ART. 23. COMPLETE STRESSES FOR A TRIANGULAR TRUSS. 


On Plate I are given the dimensions of a wrought iron roof 
truss together with the specified loads. The struts are normal 
to the rafters as shown on the skeleton outline of the truss. 
Allthe diagrams required to determine the stresses due to dead, 
snow, and wind loads are shown, and are constructed in the 
manner explained in the preceding articles of this Chapter. The 
stresses as measured by scale (2 tons to an inch on the original) 
are arranged in tabular form. 


The preliminary computations give the following results : 
nO LAT LOL tet tier oe, th eh owl ee e's ne) ALG, feet. 
Re NGPISS, ff tek ice ips oY anges) io «3.85 tons. 
ME OretOOCOVETING, . nse « ete 6 » » | 8.15 tons. 
MRT AOR tere ho a, “ol viow (sos 8 1s 22,00 TONS: 


TEER LOR rr) ins Soo eh sm os 6 e.~«) SO CONS. 
Mt ACO ew ee al a ws ew ee «60.00 TONS 
Sow apex load,.. .. . ; Stew, a aston 
Ratio of snow load stresses to dead Toad pti : 0:70; 
Inclination of roof surface, . . Aas PA Bad Bae 
Normal wind pressure per square foot isi eel 23.3 pounds. 
DIEM INCUOAD,. «ton he ks ee) 6 ee 7292. tons, 
Wind apexload,.~. . . cde hae TOs, COS. 


Horizontal component of total med (oud wena seat 4A7 FOls) 
Vertical component of total wind load, . . . . 7.12 tons. 
Reaction at free end for wind on fixed side, . . 2.20 tons. 
Reaction at free end for wind on free side, mie AO Z tons. 
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The reactions are obtained graphically as follows: Supposing 
both ends of the truss to be fixed, the reactions due to wind 
on the left side are aw and wa in the stress diagram marked 
‘wind on fixed side.’ They are obtained by the method of 
Art. 8. The pole is at o and the equilibrium polygon is 7s¢, the 
wind apex loads being concentrated at apex 2. But since the 
right end of the truss rests on rollers the reaction AX of the 
right support is vertical and is represented by the line a% or 
the vertical component of aw. The closing side ka of the 
force polygon represents the reaction of the left support. Ap- 
plying the scale the value of az is found to be 2.2 tons, which 
is also the value of the vertical component of the reaction of 
the left support when the wind blows on the right side. 

In order to design a member for the range of stress (Me- 
chanics of Materials, Art. 81), it is necessary to know the 
minimum stress as well as the maximum stress to which it is 
subjected by the combined loads. As the dead load always 
acts its effect must be included in finding both the minimum 
and the maximum stresses. Snow load always produces stresses 
of the same kind as the dead load when the rafters are straight, 
and hence is used only in obtaining the maximum. As the 
wind cannot blow on more than one side of the roof at the 
same time, only one of the wind stresses is to be combined with 
the dead, or with the dead and snow load stresses. If in any 
member a stress produced by the wind is of a different kind 
from that due to dead load, the minimum stress equals 
the algebraic sum of the two, but when, as in the present ex- 
ample, all the stresses in any member are either tensile or com- 
pressive, the minimum equals the dead load stress and the 
maximum equals the sum of the dead, snow, and larger 
wind load stresses. 

It is seen from the table that the maximum chord stresses 
are greater on the fixed side than on the free side, while the 
maximum stresses in the bracing are the same on both sides. 


4 
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Prob. 33. A wrought iron truss of the type shown in Fig. 28 
has a span of 76 feet, rise of peak 18 feet, and rise of tie 
MN 3 feet. The trusses are 16 feet 6 inches apart, their right 
ends resting on rollers. Find the maximum and minimum 
stresses in all the members. 


ART. 24. COMPLETE STRESSES FOR A CRESCENT TRUSS. 


In the crescent truss whose outline and general dimensions 
are given on Plate II the joints on both the’ upper and lower 
chords lie on arcs of circles, and the alternate braces are radials 
of the upper circular arc. 

The following dimensions and apex loads are obtained either 
graphically or by computation, and in some cases by both 
methods, one being a check on the other: * 


Radius of circle containing the joints of the upper 


CROLL s el sehsd ry ; Bei25 feet: 
Radius of circle sence the joints Se the: are 

CWOrd. 2 has DA: eres rsh OU Oomecie: 
Length of panels on ie upper ohare. pata, ane LL.OS test, 
Niet ME Ott Use. ek Foes edie hes Te we se, (Ab 2 Ons, 
Niemi Of TOOL COVGTING, §. 2 oe 2} es «| 8.52 tons, 
etaceadsiadd.. a9 Wats 36 (6) eos so a 2 P20 4-tons: 
Reta pe Od sl Wah gee ew ce od ney wp a eo LS tONS, 
Wead load. reaction, «°.: Ria ae uo hs WANG ECO 


Horizontal projection of pauels si upper chord, 
8.04, 9.44, 10.53, 10.99 feet. 


Snow apex loads, . . . . 0.48, 1.05, 1.20, 1.29, 1.32 tons. 
Snow load reaction, . . . . ShaWen iat At Onls: 
Inclinations of roof surface, . re BO’), 30 ‘Obntp 3050 lO. 
Normal wind pressures per sq. ft., 35.2, 27.3, 17-2, 6.2 pounds. 
Total wind loads on the panels,. . 3.12, 2.44, 1.52, 0.54 tons. 


The dead load stress diagram is constructed in the same way 
as in previous examples, and is symmetrical with respect to a 
horizontal axis through &. As the snow apex loads are not 
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uniform a separate diagram for stresses due to snow loads is re- 
quired, and this one is also symmetrical with respect to a hori- 
zontal axis through &. 


The wind apex loads are next obtained by combining half of 
the wind leads on the panels adjacent to each apex as illus- 
trated in Art. 19. On the truss diagram in Plate II the wind 
apex loads are drawn to double the scale of tons in order to 
determine their directions with greater precision. The reac- 
tions are then obtained by means of the equilibrium polygon 
(Arts. 6, 8, and 21). The ray ow’, parallel to the closing side of 
the polygon, intersects the resultant of the wind loads aw’a at 
the point w’ giving aw’ and w’aas the reactions of the right and 
left supports if both ends of the truss were fixed, but as the 
right end is free its reaction ak is vertical and equal to the 
vertical component of az’. The load line for wind on the free 
side is obtained from that for wind on the fixed side by revolv- 
ing it about a vertical axis, which operation may be conveniently 
performed by means of a piece of tracing paper. The point wv” 
in this diagram is the same as w’ in the preceding one, hence 
only one equilibrium polygon is required. The reaction ka 
of the right support is the vertical component of w’’a. 


It is observed that when the wind blows on the free side of 
the truss, it causes compression in the lower chord from KF’ 
to the left end. The stresses in the upper chord are also con- 
siderably less than for wind on the fixed side, and if the rise 
were a little greater it would cause tension in one or more 

*panels near the left support. 


The truss diagram for this example should be twice as large 
as that on Plate II so that no line in any stress diagram would 
be longer than the truss member to which it is parallel. This 
relation was here disregarded as the limited size of the plate 
would have reduced the stress diagrams to indistinctness. 


Unless special care is exercised in drawing the wind stress 


s 7 
— = Pies me a 
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diagrams they will not close. As they lack the check of sym- 
metry it isnot so easy to locate the error, and therefore it is 
best to construct new diagrams untilone is obtained that closes 
properly. In all cases the work should proceed from each sup- 
port toward the center of the truss. 


Upon the completion of the stress diagrams their lines are 
measured by the scale of force, the stresses arranged ina table 
and the maximum and minimum stresses found, as explained in 
the preceding article. For instance, the maximum stress in 
KD is + 10.8 + 8.5 + 9.7 = + 29.0 tons, and its minimum 
stress is + 10.8 — 3.6 = + 7.2 tons. The maximum stress in 
GH is — 0.1 + 2.3 = + 2.2 tons and the minimum stress in 
the same member is — 0.1 — 0.1 — 1.7 = — 1.g tons. 


Prob. 34. Find the maximum and minimum stresses in all 
_the members of Fig. 30, the right end resting on rollers. 


ART. 25. AMBIGUOUS CASES. 


When, in the determination of the stresses in the Fink 
truss shown in Fig. 43, the joint at the middle of the rafter is 
reached the load BC and the stresses in BG and GH are known, 
leaving three stresses unknown, namely, those in CL, LK, and 
KH. As the resultant of the load and the known stresses can- 
not be resolved into more than two given directions, another 
condition needs to be added. 


If the loads AB and CD be equal, as in this example, the 
symmetrical relation of GH and LX causes them to have equal 
stresses and therefore fg and /m lie in the same straight line 
parallel to 4#. The polygon hgbclkh is then readily completed. 
If the loads AB and CD be unequal, the panels remaining equal 
on the upper chord, the polygon may be drawn by noting that 
the point & must lie midway between the parallels c/ and dm. 
This follows from the fact that 24/7 is normal to the upper 
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chord and that KZ and MN are of equal length and make the 
same angle with ZJ/ as well as with the upper chord. The tri- 
angle /km is hence an isosceles triangle. 

If CL and DM be of unequal lengths then both of these 
methods fail. A general solution of this problem was given by 


WILLETT in a paper read before the Chicago Chapter of the 
American Institute of Architects, March 22, 1888, which con- 
sists in temporarily changing the webbing of the truss. 


Let the braces KZ and LM be removed and the diagonal 
KM be substituted as shown in Fig. 44. The load BC and 
the stresses in BG and GH being known, those in HX” and 
K”C are found from the polygon Agbck"h in Fig. 45. For 
the next apex on the upper chord the polygon is k’cdmk’’, the 
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(o> 


line mk’’ being the unknown stress thus determined. Passing 
to the joint HK” MNE where three stresses are now known, 
the polygon ehk’’mne gives the unknown stresses mn and ne. 
As the line mz is now fixed, the original webbing is restored 
and the remaining parts of the stress diagram drawn ; 4%” is 
produced to meet mm at 
&, and &/ and md are 
drawn parallel to KZ and 
ML respectively to meet 
ck" produced at 2. 


The remaining half of 
the diagram is not shown 
in Fig. 45. If each half of the truss and the loading upon it 
be equal to the other, the complete stress diagram will be 
symmetrical with respect to a horizontal axis through e. 


In the truss whose outline is given in 
' Fig. 46 it is not possible to begin the 
stress diagram by considering the forces 
acting at the left support, since three 
unknown stresses hold in equilibrium 
the known reaction and half apex load. 


At the peak the load CC’ is sup- 
ported by two members whose stresses 
are ce and ec in Fig. 47. The quad- 
rilateral dced gives the stresses in the members meeting at 
the joint BCED, and c’b’d’e gives those for the correspondin; 
joint in the right half of the truss. Passing to the joint below 
the peak the stress polygon is found to be dead'f. For the 
left support the reaction, half apex load, and the stresses dd 
and df are known, but one stress remains unknown. 
As equilibrium exists at this joint the polygon must be 
closed by the line fg, which is also to be parallel to FG. 
This completes the diagram, and by following around the 
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polygons all the stresses are found to be compression except 


/g, which is tension. 


Suppose the tie /G to be omitted. Each reaction must 
then be inclined in order to maintain equilibrium, its horizon- 
tal component being equal to fg. The reaction of the right 
support is therefore a’f (not drawn) and that of the left 


support fa. 


Prob. 35. Find the dead load stresses in the wooden truss 
of Fig. 48, the span being 36 feet, the rise 12 feet, and the dis- 
tance between trusses 12 feet. Then find the 
stresses for a truss like Fig. 46 of the same 
dimensions and compare the results. 


Fig. 48. 


Prob. 36. A wooden tr 


uss like Fig. 49 has a span of 48 feet 
and a rise of 12 feet, both ends being 


Find the maximum and mini- 


*» mum stresses, the trusses being 14 
feet apart. 


ART. 26. UNSYMMETRICAL LOADS AND TRUSSES. 


In mills and shops, loads are frequently suspended from the 
lower chords of the roof trusses, as for instance, lines of shaft- 


Fi 


g. 50. 
Maximum stresses are increased. In special cases such sus 


ing, ete.> In: (such Gises) it 
is convenient to determine 


, the stresses due to the loads 


by means of a separate dia. 
gram, as illustrated in Fig 
50. The load AB produces 
no stress in DA or GH, while 
it causes stresses in the other 
members of the same kind as 
those due to dead, snow, and 
wind loads, ana hence their 
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pended loads may even change some maximum stresses due to 
the other loads from compression to tension or from tension 
to compression. 


When a ceiling is attached to the lower chord it becomes 
a part of the dead load and needs no separate diagram. It is 
combined at once with the other loads in the dead load 
diagram, all the loads and reactions being taken in regular 
order around the truss and 
laid off on the load line, 
some portions of. which 
will be found to overlap. 


It was formerly the prac- 
tice in England to find the 
effect of the wind on roof 
trusses by taking vertical 
loads of 20 pounds or more 
per square foot of horizon- 
tal projection, acting upon 
one side of the roof. Fig. 


51 shows a truss under ao ns 
such loads and the resulting stress diagram. It is observed 
that the stress thus caused in AY is greater than that in CG, 
while under normal wind loads they are equal. 


In Fig. 52 is given an unsymmetrical truss under the action 
of dead load. The stress diagram is hence unsymmetrical and 
has also fewer checks upon its construction. The main check 
however still remains, which requires that after working from 
each support toward the peak the closing line o shall be par- 
allel to the member OP. To determine the stresses in an un- 
symmetrical truss by the analytic method materially increases 
the labor of computation required for a symmetrical truss, but 
with the graphic method it makes no difference whatever tor 


any type of truss. 
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Prob. 37. Let the load AB in Fig. 50 be 1.75 tons, and the 
dimensions of the truss the same as given in Art. 20, Find 
the stresses in all the members. 


Prob. 38. Find the wind stresses for the same truss under a 
vertical wind pressure of 20 pounds per horizontal square font, 
and compare the results with those obtained in Art. 20. 
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CHAPTER: TIT. 
BRIDGE TRUSSES. 


ART. 27. LOADS ON BRIDGE TRUSSES. 


The weight of the floor, lateral bracing, trusses, and all the 
pieces that unite and stiffen them, compose the dead load of a 
bridge. This weight depends upon the span, width, and style 
of the bridge, and upon the live load and unit stresses adopted 
in its design, and varies considerably in individual cases; it is 
usually lighter for a highway bridge than for a railroad bridge. 


The total weight or dead load of a highway bridge with two 
trusses may be expressed approximately by the following em- 
pirical formula : 

w= 140+ 120-+0.20/ — 0.4/, 
in which zw is the weight in pounds per linear foot, 6 the width 
of the bridge in feet (including sidewalks, if-any), and 7 the 
span in feet. The width of a highway bridge in the clear varies 
from 16 to 24 feet, which is only exceeded in large cities. 


The total dead load of arailroad bridge for a standard gauge 
track may be approximately found from the following empiri- 
cal formulas: 

For single track, w= 560-+ 5.64, 
For double track, w= 1 070-++ 10.72, 


For spans not exceeding 300 feet these formulas give values 
usually a little larger than the actual weights, but sufficiently 
exact for the determination of the stresses. For spans greater 
than 300 feet they should not be used. The width in the clear 
between the trusses of a through railroad bridge is about 13 or 
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14 feet for a single track, and 25 feet for a double track. 
Wooden and iron bridges of the same strength do not materi- 
ally differ in weight. 


The live load is that which passes over the bridge, and con- 
sists of wagons and foot passengers on highway bridges and 
trains on railroad bridges. 

The live loads usually assumed for highway bridges, in 
pounds per square foot of floor surface, are as follows: 


For Country Bripces, For City Bripess 


Spans under 50 feet, go 100 
Spans 50 to 125 feet, 80 90 
Spans 125 to 200 feet, 70 80 
Spans over 200 feet, 60 70 


This maximum load consists of a dense crowd of peopie cover- 
ing the roadway and sidewalks, and as there is less liability 
to crowds on long spans as compared with short spans, and 
for country bridges as compared with those in the city, the 
load is varied accordingly. Each truss supports one-half of 
the whole load. 


By multiplying the given weight per square foot by the clear 
width of roadway and sidewalks the live load per linear foot of 
bridge is obtained. This load is to be placed so as to produce 
the largest possible stress in any truss member considered. 


The live load for a railroad bridge is that of the heaviest 
cars and locomotives which pass, or are to pass, over it. When 
a bridge is to be designed these loads are generally specified 
by the railroad company. Several methods of stating the live 
load are in use: 


Ist. A uniform load per linear foot of single track, the short. 
est spans having the heaviest loads, and about as follows: 
Span, 50, 100, ree. 200, 200, a uOO ste et 
Load, + 4200,...3 600, 3200, =3000) »26G0, 2 400"pounds 
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This method was formerly much used, but is now only occa- 
sionally employed for computing the chord stresses. 

2d. A uniform train load, varying as above, which is preceded 
by one panel of heavy locomotive load. If pf be the length of 
the panel in feet this preceding load in pounds is for a single 
track often taken as 30000 + 3 500%. Sometimes the locomo- 
tive load is used for two or three panels in front of the train 
instead of for one. 


3d. A uniform train load, varying as above, preceded by one 
or two locomotives with their tenders, the weight of these 
being taken as concentrated upon the drivers and other wheels. 
This style of loading will be fully explained in Art. 39. 


If the bridge have only one track each truss sustains but one- 
half the loads above given, but if it have two tracks each truss 
sustains the loads as stated, for it might happen that both 
tracks would be covered at the same time. 

Prob. 39. A highway bridge in the country has a span of 88 
feet, a roadway 16 feet wide, two sidewalks each 4 feet wide, 
and each truss has g panels. Find the dead and live panel 
loads. 


ART. 28. DEAD LOAD STRESSES. 


The principle of the force polygon used in the last chapter 
for the determination of stresses in roof trusses may often be 
advantageously employed for the analysis of bridge trusses. 


As an illustration let a through Pratt truss for a highway 
bridge be taken, having 8 panels, a span of 176 feet, and a 
depth of 26 feet. Let the bridge have a roadway 21 feet wide 
and two sidewalks each 6 feet wide. By the formula in Art. 
27 the dead load per linear foot of bridge is found to be 1 627 
pounds, and the dead panel load per truss is 8.95 short tons. 
It is required to determine the stresses due to this dead load, 
all being supposed to be on the lower chord. 
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In Fig. 54 let gy be laid off by scale equal to 8.95 X 7 = 62.65 
tons, let it be divided carefully into 7 equal parts, lettered in 


the manner indicat- 
ed and bisected at 
@ The effective 
reactions are ya 
and ag, the half 
panel loads at the 
supports being 
>. omitted for conven- 
ience. At thedeft 
support the reac- 
tion AQ is held in 
equilibrium by the 
stresses in OB and 
BA, and "by Art. 1 
these will form the 


closed force trian- 
gle agb. As ag acts in the direction from @ to g the other 
forces must act in the same direction around the triangle, that - 
‘is, from gto dand from 6 toa. Transferring these directions 
to the joint AQB the stress in QF acts away from the joint and 
is therefore tension, while the stress in BA acts toward the 
joint and is compression. The construction of the stress 
diagram is continued by passing to the joints alternately on 
the lower and upper chords until the middle of the truss is 
reached, then beginning at the right support and passing to the 
joints in the opposite direction until the diagram closes. If 
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accurately drawn the diagram will be symmetrical with 
respect to ak. The polygon grcb being a rectangle shows 
the tension in CB to be equal to the load QR, and the 
- tension in RC to be equal to that in BQ. The rectan- 
gle esad shows the stresses in AD and ZS to be equal in 
magnitude, the former being compression and the latter 
tension as previously determined. Again, af equals gt for 
a similar reason. It is seen therefore that the stresses in any 
two chord members whose adjacent spaces are separated only 
by a vertical have the same magnitude. 


The compression in the upper chord increases toward the 
middle of the truss, and the same is true of the tension in the 
lower chord. The diagonals are all in tension but AZ, while 
the verticals are all in compression but BC. In the web mem- 
bers the stresses increase from the middle toward the ends of - 
the truss, with the exception of BC, which only serves to trans- 
fer the load QR to the upper chord. 


The following results were obtained from a stress diagram 
drawn to a scale of 8 tons to an inch: 


Truss MEMBERS, STRESSES. Truss MEMBERS, STRESSES, 
Tons. Tons, 

AD — 45.4 AB — 41.1 

Upper chord 4 AP — 568 : CD + 29.3 

Diagonals 

AH — 60.6 ELF + 17.6 

GH + 5.9 

BOQ + 26.5 (BC + 9.0 
CR 26. DE — 13. 

Lower chord cae : Verticals 3:5 

BS + 45.4 FG — 4.5 
GT + 56.8 taj fo) 


As a final check the stress in 4H is computed thus: 
31.325 X 88 — 8.95 (66+ 44+ 22)-+ AH X 26=0, 
whence AH = — 60.6 tons. 
If instead of concentrating all the dead load on the lower 
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chord, it be divided so that panel loads of 2.95 tons be applied 
on the upper chord and 6.0 tons on the lower, the stress dia- 
gram assumes the form shown in Fig. 56, the broken lines re- 
ferring to stresses in the right half of the truss. The loads and 


ANS abate 


“pe lof lieu lise 44 


reactions are 
taken in regular 
order around 
» the truss and 
laid off in suc- 
cession on the 
load line. The 
lower panel 
loads are taken 


from left to 
right, then the 
right reaction 
followed by the 
panel loads on 
the upper chord 
from right to 

Fig. 56. left, and finally 
the left reaction which closes the polygon. This polygon is 
efehh'g'f'ea'b'c'd'dcbae. The stresses obtained are marked on 
the right half of the truss diagram, compression being indicated 
by the heavy lines and tension by the light lines. 

Comparing Fig. 56 with Fig. 54 it is observed that all the 
stresses are the same except those in the verticals whose com- 
pression is increased by 2.95 tons—the weight of the upper 
panel loads. The tension in AZ is accordingly diminished by 
the same amount. 

A further examination of Fig. 56 shows that the vertical 
component of a is ae, the reaction; the vertical component 
of dm is ae—ef—ba; mn=ae— ef — fg—ba; and so on. 
Therefore the following principle is established : 
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For trusses with horizontal chords the vertical component 
of the stress in any web member equals the reaction 
minus all the loads on the left, that is, equals the verti- 
cal shear for that member. 


The only exception to this is the vertical KZ for reasons 
already given in the first part of this article. The above prin- 
ciple may be derived from the relation existing between the 
stresses in any section of a truss and the external forces on 
either side of that section as demonstrated in Arts. 7 and 17. 


The diagram also shows that the difference between the. 
magnitudes of the stresses in any two chord members equals 
the sum of the horizontal components of the stresses in the 
web members situated between them. For instance, the dif- 
ference between /f and gu is the horizontal component of xo, 
which also equals the difference between co and gw or between 
ph and éms The horizontal component of any diagonal is 
called a chord increment and forms the base of a right triangle 
whose height is the vertical shear in that diagonal. (Roofs and 
Bridges, Part I, Art. 26.) 

Prob. 40. A through Pratt truss of a single track railroad 
bridge consists of 7 panels, each 23 feet 2 inches long and 25 
feet deep. One-third of the dead load being on the upper 
chord, find the stresses in all the members. 


ART. 29. LivE LOAD STRESSES IN A WARREN TRUSS. 


As every load placed upon a bridge truss produces com- 
pression in the upper chord and tension in the lower chord, 
the greatest chord stresses produced by a live load occur when 
every panel point of the chord supporting the floor beams is 
loaded. The chord stresses due to a uniform live load are 
hence obtained from a diagram exactly similar to that fora 
dead load applied only upon one chord. Hence the stress in 
any chord member, due to a uniform live load, bears the same 
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ratio to the dead load stress as that of the corresponding apex 
loads, and accordingly either stress may be derived from the 
other by using this constant ratio. 


In order to investigate the effect of live load on the web 
members, let a deck Warren truss of 7 panels be taken, the 
span being 126 feet, the depth 12 feet, and the live load 1 700 
pounds per linear foot per truss. The live panel load is then 
15.3 tons. 


Placing a panel load at apex 1 in Fig. 57, the stresses due 
to this single load are obtained by drawing Fig. 58 in the usual 


Fig. 57. 


manner. The reaction a’& is one-seventh of the panel load. 
The stresses in the braces are found to be alternately compres- 

sion and tension each way from the 
“ load, and on either side the stresses 


are the same in magnitude from 
the load to the support, their ver- 
tical components being. equal to 
the reaction on that side. 


For a panel load at apex 2 the 
reaction of the right support will 
be twice as great as for the load 
‘7 at I, and hence the stresses in all 
‘y the braces on the right of apex 2 


Fig. 58. 


will also be twice as large; for a 
load at apex 3 the stresses on its right will be three times as 
great as for the load at 1, and soon. Again,a panel load at 
apex 6 will produce the same stresses on its left as the load at 1 
caused on its right, and a load at 3 will produce stresses in the 
braces on its left equal to four times those due to the load at 
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6. The stress in each web member due to a single live panel 
load at any apex may therefore be obtained by taking a simple 
multiple of the stress for that member as given by Fig. 58. 


In the following table the first and sixth lines are thus filled 
out directly with the results scaled off from the diagram (which 
was originally drawn to a scale of 5 tons to an‘inch), and the 
other lines by taking multiples of these as indicated above. 
The stresses in ¢ach column are then combined so as to give 
the greatest and least stresses and those due to a uniform live 


load throughout. 


Wes MEMBERS. KB BC CD DE. EF FG GH 


Live panel load at 1, |-+16.38/—16.38} —2.73} +2.73 2.73) 42.73.2073 

2, |+13.65|—13.65/+-13.65|—13.65| —5.46} +5.46] —5.46 

3, |+10.92]—10.92|4-10.92/—10.92|-4-10.92/—10.92} —8.19 

4, | +8.19; —8.19} +8.19) —8.19] -+8.19' —8.19] +8.19 

5, | +5.46| —5.46) +5.46) —5.46] +5.46 —5.46, +5.46 

6, | -F2.73| —2.73| -+2.73| —2.73| +2.73) —2.73] +-2.73 

Live load, greatest, +57.33|—57-33|+40.95|—40.95|-+27.30 —27.30|+16.35 

| Live load, least, o) fo) —2.73|) +2.73| —8.19' +8.19/—16.35 
Uniform live load, +57.33/—57.33|+-38.22|—38.22|+-19.11/—I9. 11 fo) 


It is found that for any given diagonal all the loads on one 
side of it cause one kind of stress, while those on the other side 
cause the opposite stress. The maximum stress is hence pro- 
duced in a web member when the live load covers the larger 
segment of the span, and the minimum stress when the smaller 
segment is loaded. 

In the construction of stress diagrams for a truss with hori- 
zontal chords and equal panels it is not necessary to draw the 
skeleton outline of the truss to a large scale. If in this exam- 
ple ax be laid off by the linear scale equal to some convenient 
multiple of the half panel length and ay equal to the same 
multiple of the depth of truss, xy will give the direction of half 
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the web members, and in transferring this direction the triangle 
will require very little shifting along a straight edge, thus pro- 
moting accuracy. Theline ay should be longer thanak. Com- 
pleting the rectangle rayz, the direction of the remaining braces 
will be given by az. 


The results in the line ‘ uniform live load’ in the table should 
be the same as those derived from a stress diagram made for a 
live panel load at every panel point or apex, and may thus be 
checked. As such a diagram is required for the chord stresses 
it will also answer this purpose. 


As the live load cannot act alone, but always in conjunction 
with the dead load, the stresses due to the combined loads are 
required. These are given in the following table. The dead 
apex load on the lower chord is 1.71 tons, and on the upper 
chord 3.42 tons. The dead load stresses were obtained from 
a diagram of 5 tons to an inch. 


Wes MEMBERS. KB BC ae 9 DE EF FG GH 


Live load, greatest, |-++ 57.33|— 57.33|-+ 40.95|— 40.95|-+ 27.30|— 27.30/\-+ 16.35 


Live load, least, oO fo) — 2.73) + 2.73} — 8.19] + 8.19] —16.35 
Dead load, + 20.35]— 18.18|-+ 13.85/— 11.68) +- 7.44) — 5.34] + 1.07 
Maximum, + 77.68)— 75.51|-++ 54.80|— 52.63|-+ 34.74|— 32.64/4- 17.42 
Minimum, -+ 20.35|— 18.18) 11.12} — 8.95] — 0.75] + 2.85|/— 15.28 


The stresses due to the combined load are obtained by adding 
the dead load stresses to each of the corresponding live load 
stresses. 


By comparing these results with the computations for the 
same example in Roofs and Bridges, Part I, Art. 34, it is seen 
that they are correct to or within one-tenth of a ton, which is 
sufficiently accurate for all purposes of design. 


The same method of tabulation might be applied to the 


Sa 


~~ > 
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chord stresses, but the diagram for a full live load can be made 
in less time. 


Prob. 41. Find the maximum and minimum chord stresses 
for the above example. 


ART. 30. LIVE LOAD STRESSES IN A PRATT TRUSS. 


If a Pratt truss were built having only those diagonals which 
are strained under dead load it would be necessary that some 
of them resist the compression produced by certain positions 
of the live load. As, however, the diagonals are only to be 
subjected to tension this is prevented by inserting other diago- 
nals inclined in the opposite direction. Panels having two 
diagonals are said to be counter-braced and the additional 
diagonals are called counter-ties or counter-braces. The main 
and counter brace in any panel cannot both be strained at the 
same time by any system of loading. 


When the counter-ties are called into action by the live load 
the stresses in the adjacent verticals are different from what 
they would be provided the main braces could withstand com- 
pression. This can readily be seen by changing any diagonal 
and making the corresponding alteration in the stress diagram. 


Let the Pratt truss whose dead load stresses were deter- 
mined in Art. 28 be again considered. It consists of 8 panels 
each 22 feet long and 26 feet deep. The total width of the 
bridge, including sidewalks, is 33 feet. Taking the live load at 
80 pounds per square foot of floor surface the panel load per 
truss is 

4X 22 X 33 X 80 = 29 040 pounds = 14.52 tons. 


The truss diagram, Fig. 59, is drawn with the diagonals all 
inclined one way, the main ones being on the left of the center 
and the counterson the right. Placing one live panel load RR 
at apex I the stress diagram, Fig. 60, is constructed which gives 
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all the stresses due to this load. Fig. 61 gives the stresses due 

to a live panel load at apex 7. After v7 is laid off equal to the 
panel load of 14.52 tons, 7 is marked off, by a suitable linear 
scale, equal to 26 feet and 7¢ equal to 22 feet, then w/ gives the 
inclination of the diagonals. Drawing rs parallel to w# it is found 


NESS 


Fig. 60, Fig. 61. 


to measure 19.02 tons. In both Fig. 60 and Fig. 61 the smaller 
vertical lines are one-eighth of the length of 77, or 1.82 tons, 
and the smaller diagonals are one-eighth as long as 7s, or 2.38 
tons. The only part of the stress diagrams actuaily required 
consists of the similar right triangles wr¢ and rrs, and the line 
rs is to be carefully determined. Unless these triangles are 
very nearly of the same size, as in the above example, the lat- 
ter should be made larger than the former. 


The live load stresses are then tabulated as explained in 
Art. 29. The dead load stresses are obtained from Fig. 62, one- 
half of which is like the same part of Fig. 56, while the other 
half is changed so as to give the stresses when the counter- 
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braces alone are inserted in the right half of the truss as 
shown in Fig. 59. Two lines in this diagram are marked 
if, the. upper 
one measures 
3.0 tons and 
represents the 
compression in 
fT] when the 
main ties act on 
each side of it 
{which — occurs 
under a full live 
load), and the 
lower line meas- 
ures I.5 tons being the tension in /7/ when the main tie acts 
on the left and the counter-tie on the right, as indicated in the 
truss diagram. 


All of the tabulated results‘except those in the last two lines 
of each table were obtained as if the web members in Fig. 59 


Enp Posts. | Main Ties, CounTer-TIES. 
Truss MEmMBERs. 
AB=PA cD EF GH SEK LM NO 
Live panel load at I — 16.7 = 2:4) —2:4 |] —2.4}, — 24 | = 2.4 | — 24 
2 — 14.3 + 14.3-] —48] —48] —4.8] —48] — 4.8 
3 —ing |+ 11.9 | +11. —71}) —71| —7t| — 7.1 
4 — 9:5 aa Smet Oe5)|ett-.9)55) = OnSialls 95 hea OS 
5 —71 +71) +7.) +71] +7.1 | — 119 | — 11.9 
6 — 4.8 +48) +48) +48) +48] +48 | — 143 
7 — 2.4 +24] +24] +24] +24 | +24) + 2.4 
Uniform live foad, — 66.7 | + 47.6 |}+28.5/ +95 | —95 | — 28-5 | — 47-6 
| 
-++ Total, ° + 50.0 | + 35.7 | + 23.8 | +14.3 | +7.2| +2.4 
— Total, — 66.7 —2.4| — 7.2 | — 14.3 | — 23.8 | — 35-7 | — 50.0 
Dead load, —4t.1 |+29.3 |}+17.6| +5.9 | —5.9 | — 17-6 | — 29.3 
Maximum, — 107.8 |+79.3 | + 53-3 |-+ 20-7 | + 8.4 ° 
Minimum, — 4.1 + 26.9 | + 10.4 ° ° ° ° 
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VERTICALS, 
Truss MEMBERS. 
BC. DE FG H/ KL MN OP 
Live panel load at t{/+tr345] +18] +1.8] +1.8 +18] +18] +1.8 
2 ° +3.6| +3.6| + 3.6 +3.6|] +3.6] + 3.6 
3 ° = De Fte 5:58] A -5-5) oie So pe tee ets 
4 ° SI a afee ererhet || arcane rea) Sees 
5 ° ="5.5 | —55 | —55 | 4-9:2 | -- 9.2) Pox 
6 ° — 3.6] — 3.6 | — 3.6 — 3.6 | +10.9 | + 10.9 
7 ° —18] —1.8| —1.8 —1.8| — 18 | + 12.7 
Uniform live load, +-14.5 | — 21.91] 7-3 |) 7.3 ||-- 20.9) 36-40) isa.g 
+ Total, +145 | +5.4|-+ 109 |4+ 182 | 4 27.3 | +.38.2 | + 50.9 
— Total, ° — 27.3 | — 18.2 | — 10.9 — 5.4 — 1.8 ° 
Dead load, + 6.0} — 16.5 | —7.5 fe 3-0] +105 | + 19.5 | + 28.5 
1.5 
Maximum, + 20.5 | — 43.8 | — 25.7 | —9.4 
Minimum, + 6.0 | — 11.1 — 3.0 | —3.0 


could take either tension or compression. It is now required 
to find the actual maximum and minimum stresses due to the 
combined loads under the limitation that the diagonals can take 
only tension. To avoid repetition only those members are re. 
ferred to in the following explanation whose treatment differs 
from that of the preceding article. ) 


The minimum stress in GH is zero as the compression due 
to the live panel loads at I, 2, and 3 is greater than its dead 
load tension. The maximum stress in the counter /X is + 14.3 
— 5.9 = + 8.4 tons ; the minimum stress is zero since the dead 
load as well as the live panel loads at 1, 2, 3, and 4 tend to 
compress thismember. A counter is therefore required in the 
fourth and fifth panels of the truss. The counters ZJ/ and 
NO are not theoretically required because the greatest tensile 
stress produced by the live load in each one is not sufficient, to 
overcome the tendency of the dead load to compress the same. 
This is seen also from the fact that the minimum stresses in 
CD and EF are + 26.9 and + 10.4 tons respectively, which 
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implies that their dead load tension is not reduced to zero _un- 
der the most unfavorable position of the live load. 

In finding the maximum and minimum stresses in any ver- 
tical it is necessary to consider whether the adjacent diagonals 
shown in the truss diagram really act under the various con- 
ditions of loading. If it is found that they do not act, then the 
stresses given by the table for the vertical cannot occur. 


The live panel loads at 3, 4, 5,6, and 7 together with the 
dead load produce in DE the maximum compressive stress 
equal to — 27.3 — 16.5 = — 43.8 tons, provided the adjacent 
diagonals are in tension. Under the influence of these loads 
CD and EF are both found to be in tension, and hence the 
value just obtained is the required stress. The live loads at 
I and 2 acting in addition to the dead load produce the mini- 
mum stress of + 5.4 — 16.5 = — 11.1 tons for the same reason. 


The minimum stress in FG is due to the live panel loads at 
I, 2, and 3, which with the dead load give a stress of + 10.9 
— 7.5 = + 3.4 tons, provided the adjacent diagonals EF and 
GH are in tension. These loads would cause a tension of 22.3 
tons in EF and 8.4 tons compression in GH, but as GH cannot 
take compression the counter-tie in the same panel is brought 
into action. The stress of + 3.4 tons in F/G therefore cannot 
occur. When the main tie acts on its left and the counter on 
its right, the vertical simply supports the dead panel load on 
the top chord, hence the minimum stress in /G is — 3.0 tons. 
In the same way the minimum stress in /Z/ is also found to 
be — 3.0 tons. Under the live panel loads at 5, 6, and 7 with 
the dead load the diagonals GH and /K are strained, hence 
the stress of — 10.9 tons in H/ must be added to that pro- 
duced by the dead load, + 1.5 tons, to give the maximum 
of — 9.4 tons. 

Passing to the verticals on the right of the center it is seen 
that the combination of loads which would give either the 
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maximum or the minimum stress according to the table will 
not produce tension in both of the adjacent diagonals, and ac- 
cordingly no additional values can be inserted in the table. 
The maximum and minimum stresses for these verticals will 
be the same as for those on the left of the center. The tabu- 
lation for the verticals beyond /// is also shown to be unneces- 
sary as KZ in Fig. 59 has no diagonal on its right, the counters 
LM and NO not being required. 


The chord stresses are found in the same way as for dead 
load (Art. 28), only the main ties however being inserted in 
the truss diagram. The stresses in a Howe truss are deter- 
mined in a similar manner to that employed for the Pratt truss, 
the diagonals in that case taking only compression. 


The following important principles may now be stated, at- 
tention to which will materially reduce the work in solving other 
problems for either type of truss mentioned: 


The maximum stress in any vertical or main diagonal is 
produced when the live load covers the larger segment 
of the span. 

The maximum stress in any counter diagonal occurs when 
the live load covers the smaller segment of the span. 

The minimum stresses in both diagonals of a counter-braced 
panel are zero. 

The minimum stress in the diagonal of a panel not coun- 
ter-braced is given when the live load covers the smaller 
segment of the span. 

The minimum stress in any vertical adjacent to a counter 
diagonal equals the dead apex load on the upper chord 
of a Pratt truss or the lower chord of a Howe truss. 

The minimum stress in a vertical not adjacent to a counter 
diagonal is produced when the live load covers the 
smaller segment of the span. 


‘Prob. 42. A Howe truss of 12 panels for a through single 
track railroad bridge has a span of 123 feet and a depth of 15 


hs 
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feet. The dead load is 625 pounds per linear foot, one-third 
to be taken on the upper chord, and the uniform train load is 
I 700 pounds per linear foot per truss. Find the maximum and 
minimum stresses. 


3 
ART. 31. SNOW LOAD STRESSES. 


In addition to the dead and live load stresses must be con- 
sidered those due to the snow and wind. The snow load for 
highway bridges is taken lower than for roofs since in the coun- 
try it is not probable that the full live load would come on the 
bridge while a heavy fall of snow rests upon it, while in towns 
the sidewalks are generally cleared of snow.. The snow load 
may vary from 20 to O pounds per square foot of floor surface 
depending upon the climate where the bridge is situated. As 
the floor of railroad bridges is open so that but little is re- 
tained no snow load is regarded. 


As the snow load is uniform the stress diagram is exactly 
similar to that for dead load if the latter be taken only on the 
chord supporting the floor, or, like the diagram for a full live 
load. A separate diagram is hence not required as the stresses 
may be obtained from either of those mentioned by graphic 
multiplication, the same ratio existing between the stresses as 
that of the respective panel loads. 


For the example in the preceding article the snow panel 
load is 
% X 21 X 22 X 15 = 3 465 pounds = 1.73 tons, 
for a load of 15 pounds per square foot of floor surface for 
the roadway only. The ratio of snow to uniform live load 
stresses is therefore ee =o.119. This gives a snow load 
stress of —8.0 tons in the end post AS, + 3.4 tons in AF, — 


2.6 tons in DZ, etc. 
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- Prob. 43. A through Pratt truss for a highway bridge in 
a village has 12 panels each 11 feet long and 14 feet deep. 
The roadway is 18 feet 9 inches wide, and there are two side- 
walks each 5 feet wide. Find the stresses due to a snow load 
of 10 pounds per square foot. 


ART. 32. WIND STRESSES. 


The greatest stresses due to wind are produced when it blows 
horizontally at right angles to the line of the bridge. The sur- 
face exposed to wind action is usually taken as double the area 
of the side elevation of one truss. If this area be not known 
an approximate value may be obtained by taking as many 
square feet as there are linear feet in the skeleton outline of 
the truss. For railroad bridges the surface of the side of a train, 
taken at 10 square feet per linear foot of train, is added to the 
above. No similar addition is made for highway bridges as it 
is not probable that the live loads would cover them when the 
wind is blowing at its maximum rate. 


The wind pressure is taken 


& from 30 to 40 pounds per square 
= foot and produces its maximum 

effect when acting like a live 
gz load. The wind load on the 
to trusses is divided between the 
. upper and lower lateral bracing 

while the wind load upon the 
, train is all taken by the lateral 
% bracing of those chords which 
fe 


support the floor. The lateral 
bracing is generally of the Pratt type, the floor beams acting 
as the normal struts in one of the systems. 


For an example let the through Pratt truss highway bridge 
whose dimensions are given in Art. 28 be again taken. The 
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side elevation of the outline of the left half of the truss is 
shown in Fig. 64, the plan of+the upper lateral bracing in 
Fig. 63, and that of the lower lateral 
bracing in Fig. 65. When the wind 
blows in the direction indicated 
by the arrows and moves from the 
right toward the left the diagonals 
drawn in full lines are strained and 
when it blows in the opposite direction the other set of 
diagonals is strained. 


The approximate area exposed to wind action is, 
176+ 132+ 7 X 20+ 12 X 34.1 = 889 square feet. 
Taking the wind pressure at 40 pounds per square foot the total 
wind load is 
889 X 40 = 35 560 pounds = 17.78 tons, 
and the wind panel load is 
17.78 + (6-+ 8) = 1.27 tons. 

The chord stresses are determined for uniform wind load 
by means of Fig. 66 for the upper lateral bracing and from 
Fig. 67 for the lower ‘ 
system. Only one- 
half of each diagram 
is shown, the other 
half being symmet- 
rical with it. When 
the wind blows in the 
opposite direction Fig. 67. 
the chord stresses on each side of the bridge will exchange values. 


For the wind blowing in the direction of the arrows the dia- 
grams give the following stresses in tons; for the upper chord, 


ALL 


+ 5.3 


AF 


AH | A’F! 


RCE 
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and for the lower chord, 


In accordance with the simplified construction given in Art. 
‘30 let a horizontal and a vertical line be drawn through s in 
Fig. 68. Let s¢ be laid off equal to 21 feet and sw equal to 22 
feet, then ¢ws will be the angle which the 
diagonals make with the chords. With 
a suitable scale of force let sz be made 
equal to 1.27 tons and wz drawn parallel 
to zu. Applying the scale to we it is 
found to measure 1.84 tons. Dividing 
this value by 6 and 8, the number of 

Fig. 68. panels in the upper and lower chords 
respectively, the quotients 0.31 and 0.23 tons are obtained which 
form the basis of the tabulations for the stresses in the diago- 
nals. Dividing the panel load, 1.27 tons, by the same numbers 
the corresponding quotients 0.21 and 0.16 tons are found for 
the verticals. The following tables are now prepared: 


For the upper lateral bracing, 


D1aGonats, STRUTS, 
DD' Ft HH! DF’ FH’ iT]! 
Wind panelload at 1 |-+ 1.55 eters Sain |e 1.05 
2 |-+ 1.24 | + 1.24 a — 0.84) — 0.84 
3 1+ .0.93 | + 0.93 | +.0.93 | — 0.63) — 0.63]'— 0.63 
4 | + 0.62 | + 0.62 | + 0.62 | — 0.42) — 0.42] — 0.42 
5 |+ 0.31 |-+ 0.31 | + 0.31 | — 0.21) — 0,21] — 0,21 
Maximum wind stresses] + 4.7, | + 3.1 |+1.9 | — 3.2 | — 2.1] — 1.3 
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and for the lower lateral bracing, 


DIAGONALS. STrRuTs. | 


BB’ GEY EE! GG’ BE CE! EG’ | GK’ 


Wind panei load at x | + 1.61 eo: AACS 
+ 1.38 | + 1.38 woh .... | — 0.96 | — 0.96 ies 
+1.15 | + 31.15 | + 2.15 ast — 0.80 | — 0.80 | — 0.80 sisiete 
+ 0.92 | + 0.92 | + 0.92 | + 0.92 | — 0.64 | — 0.64 | — 0.64 | — 0.64 
+ 0.69 | + 0.69 | + 0.69 | + 0.69 | — 0.48 | — 0.48 | — 0.48 | — 0.48 
+ 0.46 | + 0.46 | + 0.46 | + 0.46 | — 0.32 | — 0.32 | — 0.32 | — 0.32 
+ 0.23 | + 0.23 | + 0.23 | + 6.23 | — 0.16 | — 0.16 | — 0.16 | — 0.16 


ns ry 


N OW & WN 


Maximum wind stresses|+ 6.4 |+4.8 |+3.5 |+23 |—45 |—34 |—2.4 | —1.6 


Both diagonals in the same panel have equal stresses due to 
wind. The minimum stresses in all the web members are 
zero. Since every panel is counter-braced only tensile stresses 
in the diagonals and compressive stresses in the struts need to 
be tabulated. 

Prob. 44. A through single track railroad bridge has a span 
of 120 feet. Its trusses are of the Pratt type, have 6 panels, 
21 feet deep, and are 16 feet apart between centers. Find the 
stresses due toa wind pressure of 40 pounds per square foot, 
provided only the wind pressure on the train be considered as 
a moving load. 


oe 
ae 


\ 
ART. 33. STRESSES DUE TO INITIAL TENSION. 


In trusses whose diagonals take only tension the counter- 
ties are made adjustable in order to be drawn up toa certain 
degree of tension when the bridge is unloaded. The stress 
thus introduced in these truss members is called initial tension, 
and serves to prevent the vibration of the diagonals in the 
counter-braced panels under moving loads and to stiffen the 
truss as a whole. | 


It is required to determine the stresses produced in other 
members of the truss when all the counters are subjected to a 


&8 BRIDGE TRUSSES. Cuap. III. 


given amount of initial tension. The number of counters in 
practice is larger than is theoretically required. As the stress 
in any counter is equivalent to two external forces, each equal 
to the initial tension, applied at the joints united by the 
counter-tie and acting toward each other, it may be replaced by 
them in this analysis. 


In the Pratt truss considered in Arts. 28, 30, and 32 let the 
counters in the third, fourth, fifth, and sixth panels be each 
subject to an initial 
tension of 4 tons. 
The truss diagram is 
shown in Fig. 69, each 
of the external forces 


being equal to 4 tons. 
In Fig. 70 let these external forces, taken in regular order 
around the truss, be laid off, thus forming the closed poly- 
Hoveeigi gon cdra'c'g'l’'hge. Since each pair of forces 
} jm is in equilibrium the entire system is in equi- 
librium and hence there are no reactions at 


*% the supports. No forces being applied at 
any of the joints of the first panel the mem- 
pr bers drawn in broken lines may be omitted. 
The stress diagram is now completed in the 
gz’ usual way, the characters of the stresses de- 
termined, and their magnitudes found by ap- 
yw plying the scale, the results, expressed in tons, 


C 
Bee. being as follows: 
Cuorps. STRESSES. VERTICALS, STRESSES. Main Tres. STRESSES. 
COandGN —2.6 MN — 3.1 NO +40 
D@and HP —26 OP and QO —6a PQ +4.0 


The stress diagram shows that the tension in any counter 
affects only the members of the panel to which it belongs. 
It produces compression in both chords equal to the horizontal 
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component of the initial tension, compression in the verticals 
equal to its vertical component, and tension in the main tie 
equal to that in the counter. The general effect is therefore to 
increase the stresses due to other loads in all the members of 
the counter-braced panels except the lower chord, whose 
stresses are diminished. In the upper and lower lateral brac- 
ing both diagonals in each panel are made adjustable. 


It is not necessary to make stress diagrams for these lateral 
systems, but simply to draw a right triangle whose base is 
parallel to the chords and whose hypothenuse, measuring 4.0 
tons, is parallel to one of the diagonals. Applying the scale 
the base is found to measure 2.9 tons and the perpendicular 
2.8 tons. The stress in the chords is therefore —2.9 tons 
throughout; in the end struts — 2.8 tons; in the remaining . 
struts 2(— 2.8) = — 5.6 tons; and in the diagonals + 4.0 tons. 
When the struts are not normal to the chords it is best to con- 
struct the complete stress diagrams. 


It has not been customary, however, to consider the 
stresses caused by initial tension in the counters except those 
in the main ties. An examination of the tables in the ‘next 
article will show the relation which these stresses bear to the 
others and to the final maximum and minimum stresses. 


Prob. 45. A through double-track railroad bridge 140 feet 
in span has Pratt trusses of 7 panels and 32 feet deep. The 
bridge is 28 feet wide between centers of chords. Find the 
stresses due to an initial tension of 5 tons in every counter of 
the trusses and lateral systems. 


ART. 34. FINAL MAXIMUM AND MINIMUM STRESSES. 


The final maximum and minimum stresses in any truss 
member are the extreme limits of stress to which it is subjected 
by all possible combinations of the dead, live, snow, and wind 
loads, and initial tension. The larger limit is called the maxi- 
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mum and the smaller the minimum stress, and they may have 
the same or opposite signs. In finding the maximum and 
minimum stresses in the following tables; it is assumed that 
the initial tension as well as the dead load is alwaysacting. In 
practice the wind stresses in the chords are more frequently 
disregarded than taken into account. 

In Art. 30 the maximum and minimum stresses due only 
to dead and live loads were found for the through Pratt truss 
whose stresses due to snow load were found in Art. 31, those 
due to wind load in Art. 32, and to initial tension in Art. 33. 
The various results are now brought together in the following 
table and the final maximum and minimum stresses obtained 
by addition. The members are designated as in Figs. 63, 64, 
and 65. 


Upper CHorD. Lower CHorp. 
AD AF AH RB RC RE RG 

Dead load, — 45.4 | —56.8 | — 60.6 | + 26.5 | + 26.5 | + 45.4 | + 56.8 
Live load, — 73-7 | —92.2 | —98.3 | + 43.0 | + 43.0 | + 73.7 | + 92.2 
Snow load, —88 | —11.0 | —3xn7] +5.2 | +5.1 | +8.8|+ 112.0 
North wind, = 3:3) 5:34) = 6.01 lag — 9.0 |) 89.9) ||, 20.6 
South wind, oN lime eed || ame sk! o | +471 +7.9) +99 
Initial tension—Truss, ° — 2.6 — 2.6 ° ° — 2.6 — 2.6 

+S —Lateral system,| —2.9| —29| —29| —29| —29] —29] —2.9 
Maximum stress, — 134.1 |— 170.8 |— 182.1 | + 71.7 | + 76.4 |-+130.3 |-+ 164.4 
Minimum stress, — 48.3 | —59.0 | — 60,8 | + 18.9 | +.15.7 | + 30.0 | + 40.7 

se Main Tiss. COUNTE; VERTICALS. 
AB CD | EF | GH GH BC) DE.\ FG | A 
Dead and live load max., | — 107.8|-++79.3]+53 3|+29.7} + 8.4 |+-20.5|—43.8|—25.7| — 9.4 
Dead and live load min., | — 41.1/-+-26.9|-++ 10.4 ° ° + 6,0/— 11.1] — 3.0] — 3.0 
Snow load, — 8.0] +5.7) +3.4] -- rx ° + 1.7) — 2.6} — 0.9 ° 
Initial tension, ° o | +5.0} +5.0 + 5.0 o | — 3.1] — 6.1] — 6.x 
Maximum stress, — 115.8/+ 85.0)-+-61.7/+ 35.8) + 13.4 |+ 22.2|/-- 49.5|— 32.7/—15.5 
Minimum stress, — 41.1/-4-26.9|/+- 15.4] +5.0] + 5.0 | + 6.0/—14.2| — 9.1] — 9.1 
i) 
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Upper LATERAL BRACING. 


4 
DIAGONALS. STRUTS. 
DD RF’ HH!’ DF' FH!’ Life 
Wind, + 4.7 + 3.1 + 1.9 — 3.2 — 2.1 — 1.3 
Initial tension, + 4.0 + 4.0 + 4.0 — 5.6 — 5.6 — 5.6 
Maximum stress, + 8.7 + 7.1 + 5.9 — 8.8 — 7.8 — 6.9 
Minimum stress, + 4.0 + 4.0 + 4.0 — 5.6 — 5.6 — 5.6 


Lower LaTERAL BRACING. 


DIaGoNALs. STRUTS. 
BB’ GE EE GG’ BC! CE" EG” | GE 
Wind, 16.4 1) = 4.8) 3.5) |) =f 253) — 94-5 | =i 3:4] — 2.4] = 1.6 
Initial tension, + 4.0 +40] +40] +4.0] — 5.6 | — 5.6} — 5.6] — 5.6 
Maximum stress, +104] +88] +7.5 | + 6.3 | — 10.1 | — 9.0] — 8.0] — 7.2 
i Minimum stress, + 40] +40] +40] + 4.0] — 5.6 | — 5.6] — 5.6] — 5.6 


Prob. 46. Find the maximum and minimum stresses in the 
chords of the above example, provided the effect of the wind 
be disregarded. Also, compute the greatest percentage of re- 
duction in the maximum stress of any chord member on this 
account. 


ART. 35. THE BOWSTRING TRUSS. 


This form of truss is shown in Figs. 71, 72, and 73, and is 
frequently used for highway bridges. The apex points of the 
upper chord lie upon the arc of a circle. When the bracing is 
arranged like that in Fig. 71, the diagonals take only tension, 
while the verticals take either tension or compression. In the 
truss in Fig. 73, all the web members are made to sustain 
either kind of stress. The same is true of the form given in 
Fig. 72, with the exception of the middle and end verticals, 
which are subject to tension only. 
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CHAP. ‘IIT. 


For example, let a truss like Fig. 71 be taken whose upper 
panel points lie in the arc of a circle. Let it have 8 panels, 


each 14 feet long 


. on the lower 
_» chord, with a 


depth at the cen- 


_ iter Loty) socieer: 
- The bridge has.a 


roadway 22 feet 


. wideandtwoside- 
- walks each 5 feet 


wide. 


The dead panel load is found to be 4.19 tons, of which 1.40 
tons is to be taken on the upper chord and 2.79 tons on the 


A eS 
\ 
a 


Fig. 75. 
lower. The snow panel load is 1.68 tons. 
square foot of floor surface the live panel load is 10.08 tons, or 
6 times the snow load. 


neo Eee 


At 90 pounds per 
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Let a truss diagram be drawn as in Fig. 74, containing only 
the main diagonals in the left half and the counters in the 
right. The depths of the truss at the first, second, and third 


panel points are 7.32, 12.23, and 15.07 feet respectively. The 


stress diagram ~% of 


obtained for 
dead load is 
shown in Fig. 
Geo. tuat-for a 
live panel load 
at apex 1 in 
Fig. 76, that 
for alive panel 
load at apex 7 
in Fig. 77, and © 
that for a uni- 
form live load 
in Fig. 78. As 
a check upon 
the construc- 
tion of these 
diagrams it is 
observed that 
in Figs. 75 and 
78 bc and op A 
are in the same Fig. 77. 


vertical line. The same is true of de and mm and of fg 
and #/. In general the lines representing stresses in verticals 
equally distant from the center of the truss lie in the same 
vertical line, or are equally distant from the load line. In Fig. 
76 the line de is at the same distance from the load line as 
nm in Fig. 77, also mm in Fig. 76 and ed in Fig. 77 are simi- 
larly situated. The same relation exists between the lines 
representing stresses in any two verticals occupying symmetri- 
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cal positions in the truss. Again, if in Fig. 77 2 be produced 
to meet am and the intersection be called £’, then Zk’ will be 
equal to fg in Fig. 76 and 
nk’ will be equal to fe in 
Fig. 76. 


In Figs. 75 and 78 7’ 
represents the stress in H/ 
when the main diagonal is 
inserted on its right instead 
of the counter shown in 
Fig. 74, the point 7’ being 
at the intersection of the 
lines ak and 47. Only the 
Fig. 78. stresses in web members 


are scaled off from Figs. 76 and 77. The snow load stresses are 
obtained by dividing those due to, uniform live load by six. 


The stress diagrams from which the following results were 
obtained were drawn to the following scales: The dead load 
diagram, 4 tons to an inch; the diagrams for single live panel 
loads, 2 tons to an inch; and the uniform live load diagram, 10 
tons to an inch. 


The results expressed in tons are now tabulated as in Art. 
30 and the maximum and minimum stresses obtained, the 
effect of wind and initial tension being omitted. 


Upper CHorp. Lower Cuorp. 
AB AD AF AH |RB=RC| RE RG 
Dead Load, — 31.6) — 30.5) — 29.8] — 29.4] + 28.0] + 28.8) + 20.2 
Live Load, — 76.1) — 73.2) — 73.5] — 70.6} + 67.4 | + 69.1] + 70.1 
Snow Load, — 12.7) — 12.2) — 11.9} — 11.8) + rr.2| -+--ar.5} + 12.7 
Maximum, — 120.4] — 115-9) — 113.2] — 111.8} ~-f- 106.6 | + 109.4| + 111.0 
Minimum, — 31.6] — 30.5) — 29.8} — 29.4, + 28.0 | + 28.8) + 209.2 
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Main D1aconats. [ CountErs. 
CD EF GH SOK LM NO 
Live panel load atapex 1 — 9.3 — 3.8 — 21 — 1.4 —09] —06 
‘ 2 + 3.2 — 75 — 4.2 — 27 —18]/ —1.3 
3 + 2.7 + 4.2 — 6.4 — 41 — 2.8] —1.9 
aie a5 oe + 5. —54 | —37] — 25 
5 + 1.6 + 2.5 + 3-9 + 6.6 SAG) Se 
6 + 1.1 +17 + 2.6 + 4.4 +83] —38 
7 + 0.5 + 0.8 + 1.3 + 2.2 + 4.1 | + 10.9 
+ Total, + 11.2 + 12.5 + 13.0 + 13.2 | +12.4 | + 10.9 
— Total, —93 | — 11.3 — 12.7 ==) 53.0) | — 13.5. |g. 

Uniform live load, + 1.9 +12 + 0.3 — oA —14| —2.4 

Dead load, + 0.8 + 0.6 + 0.2 — 0.2 —0.6] — 1.0 

Snow load, + 0.3 + 0.2 +o.x — or —o2] —0o4 
Maximun, + 12.3 + 13.3 + 13.3 +13.0 |+ 11.8] + 9.9 
Minimum, ° ° ° ° ° ° 

VERTICALS. 
BC DE FG H] WAL, MN OP 
Live panelload at apex x |+r0.31 | +43] +25] +16] +10] to7]| +04 | 
2 ° + 8.6} +49) +31] +20] +13.3] +08 
3 ° —12/ +7.3| +46] +31] +20} + 1.2 
4 ° —10| —22] +62] +41] +27] +1.6| 
a ° —o7| —16| —29] +5. |] +34] +21) 
6 ° —O5 | — Lr -1.9]/ —3-3| +40] +a2.5 | 
7 ° —02]/ —o5] —1t.0}]/ —16]/ —30}] +29 
+ Total, +101 | + 12.9 | + 14.7 | +15.5 | +153 | + 14.1 | + 112.5 
— Total, ° Psa eeeneegs | aby O yin 04.0))| cma ° 
[+ 9.3] 
Uniform live load, +101} +93] +93] +97|]+104 |] +121] + 115 
[+25] 
Dead load, Stem ected eot= 2.4 eect 12,0. Stasa Oa T3735. Ie igs 
[+ 1.5] 

Snow load, a 2,7) =f to5) || = 2-53) 1.6.) = 2-7 | = 2.9) =P n.9 
Maximum, + 14.6 | + 13-4 cht 13.2 |} +133] » wea | + 22,.3| + 14.4 
Minimum, +28] —12| —30] —32] —1rg| +o3] +34 

| 


The student will have no difficulty in finding the maximum 
and minimum stresses in the chords and diagonals. It will be 
noticed that counters are required in every panel of this truss. 


The application of the principles employed in Art. 30, for 
determining the maximum and minimum stresses in the 
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verticals of trusses with counterbraced panels may be further 
illustrated by finding those in DZ. The greatest compression 
in this vertical is shown by the table to be due to the live 
panel loads 3 to 7 inclusive, combined with the dead load, 
giving a stress of — 3.6 + 2.4 = — 1.2 tons. This stress is 
a real one because the adjacent diagonals CD and EF shown 
in Fig. 74 are then acting, both of them receiving almost 
their maximum stress. 

The tension of 12.9 tons given in the line marked ‘ + total’ 
when combined with that due to the dead and snow loads 
cannot actually occur because the adjacent diagonals are not 
brought into action by the corresponding loads. The greatest 
tension in DE will therefore occur under the full live, dead, 
and snow loads, unless one or more of the live panel loads on 
the right may be removed without causing either CD or EF 
to cease acting. If the live load be continuous, as it is cus- 
tomary to regard it, the live panel load 7 may be removed 
under the above conditions, and the corresponding stress will 
be +9.3+2.4+ 1.5 —(— 0.2) = + 13.4tons. If the live 
panel loads 6 and 7 be removed, the diagonal ZF ceases to 
act since its stress would become + 1.2 + 0.6 + 0.2 — 
(+ 1.7-+ 0.8) = — 0.5 tons. Were it allowable to consider 
the live load as discontinuous, CD and FF would still be 
in tension after removing the live panel load 6 only, thus 
giving a stress in DE of +9.3+2.4+1.5 —(—0.5) = 
+ 13.7 tons. 

In a similar manner the values of + 12.3 and + 0.3 tons 
are obtained for JZN, and these are its maximum and minimum 
stresses under the condition that the adjacent counter ties JZ 
and VO are both acting. On account of the symmetry of the 
truss the maximum and minimum stresses in DZ have the’ 
same values provided the counter ties are acting in each 
adjacent panel. 

Two more conditions for DE require attention. The first 
is that when the main diagonal acts on its right and the 
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counter on its left. The table indicates that this condition 
cannot exist under any combination of the given loads. The 
second condition occurs when the main tie acts on the left of 
DE and the counter on its right. This one is possible, and 
requires an additional tabulation. 

The live panel load at apex I produces a tension in DE of 
1.28 tons, and that at apex 7 of 0.43 ton. The former value 
is obtained from Fig. 76 by measuring the distance from d to 
the point where the vertical de meets af produced, while the 
latter is obtained from Fig. 77 by measuring the distance 
from d@ to the intersection of af with the vertical de produced 
In the same way, Fig. 75 gives the corresponding dead load 
stress of + 2.8, and Fig. 78 (after dividing by six) the snow 
load stress of + 1.7 tons. From the stresses due to the live 
panel loads at 1 and 7 those produced by the loads at apexes 
2 to 6 inclusive are found by the method used in the above 
tabulation to be + 2.6, + 2.1, + 1.7, + 1.3, and + 0.9, 
when expressed to the nearest tenth of aton. Since all of 
these stresses are tension, it is clear that the maximum will 
be caused by the dead and snow loads combined with as 
many of the live panel loads as possible without bringing the 
main tie on the right of DZ into action. The table for the 
diagonals indicates that this occurs when the live panel loads 
are placed at apexes I to 5 inclusive, and the resulting stress 
in DE is + 1.3+2.6+2.1 +1.7+1.34+2.8+1.7 = + 
13.5 tons. If a similar tabulation were made for ZV when 
the counter tie acts on its left and the main tie on its right, 
the same result of + 13.5 tons would be obtained. 

On comparing the maximum stresses in DE under the three 
conditions above described and investigated, the last value 
obtained is seen to be the greatest in magnitude, and hence 
the true maximum to be used for both DZ and the corre- 
sponding vertical J7N in the other half of the truss. As the 
range of stress from this maximum of -+ 13.5 to — 1.2, the 
minimum in DZ, is greater than to the minimum of + 0.3 in 
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MN, the true minimum stress to be used for both DE and 
MN is — 1.2 tons. 


The stresses in /G when the main tie acts on the left and 
the counter on the right are found to be + 0.8, +1.6, + 2.4, 
+ 1.9, + 1.4, + 1.0, and + 0.5 for the live panel loads 1 
to 7 inclusive, + 2.6 for the dead load, and + 1.6 tons for the 
snow load. The maximum occurs when the live load is at 
the apexes I to 6 inclusive, combined with the dead and snow: 
loads, its value being + 13.3 tons. On comparing this stress 
with the values given in the table for /G and KZ, the true 
maximum for both of these verticals is seen to be + 13.3 
tons, and the greatest range of stress to the values of their 
minimum stresses shows that the true minimum for both 
verticals is — 3.0 tons. 

A similar tabulation might be made for H/, but this is 
unnecessary since the main ties act on each side of it under 
the full load. The required stresses were obtained directly 
from Figs. 75 and 78 as previously explained, and are inserted 
in the table in brackets. The maximum and minimum 
stresses are caused by the full load. The largest tension 
which can occur in H/ when the main diagonal acts on the 
left and the counter on the right is 12.3 tons. The true 
maximum and minimum stresses of OP are equal to those of 
the vertical BC. 

The form of truss shown in Fig. 79 is known as the lenticular 
truss and is also used for highway bridges. The panel points 
VMS 2) of the chords may lie on arcs 
ey | of circles, but generally are 
JX } placed on parabolas. The 
tn woedonnlen to ol a broken lines showthesroac= 

Fig. 79 way and itsconnection to the 
trusses, the vertical end pieces being heavy posts and the others 
tension rods. In determining the stresses the same method is ' 
.pursued as for the bowstring truss. 
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Prob. 47. A through bowstring truss has six panels each 15 
feet long, the depth at the first and fifth panel points being 
7-5 feet, at the second and fourth panel points 11.7 feet, and at 
the center 13 feet. The dead panel load is 2.5 tons and the 
live panel load 7.5 tons. Find the maximum and minimum 
stresses due to these loads only. 


ART. 36. THE PARABOLIC BOWSTRING TRUSS. 


When the panel points of the broken chord of a bowstring 
truss lie upon a parabola whose vertex is midway between the 
supports, the stress diagrams become simpler. Let a parabolic 
bowstring truss be taken with the same general dimensions 
and loads as given in the preceding article. In the diagrams 
like Figs. 75 and 78 the broken lines bcd... nop become 
straight lines, and the points c and d, e and f,... and 9, co- 
incide. This shows that under a uniform load the stress in the 
horizontal chord is the same throughout, the diagonals are not 
strained at all, and each vertical carries only the panel load on 
the horizontal chord. In the diagrams similar to Figs. 76 and 
77, the points 0, d, f, , k, m, and o lie upon a straight line which 
intersects the load line produced at the shorter distance ar 
from 7, thus checking the construction. 


In the tabulated stresses for the webbing the sum of the 
‘1 total’ and the ‘ — total’ will give zero for the diagonals 
and ++ 10.08 for the verticals provided the work be done with 
the utmost precision. With diagrams like Figs. 76and 77 made 
to ascale of 3 tons to an inch, the stresses obtained by tabula- 
tion for uniform live load averaged 0.05 tons in magnitude for 
the diagonals, three being tension and three compression, 
and those in the verticals varied on an average 0.01 tons 
from the true result, some being too large and others too 
small. 
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The final results in tons are given in the following table: 


Crops, | Mammy |: Magne || DIScONALS 2 Demecuas |) heh ce a, 
AB — 124.9 | — 32.8 CD + 9.9 IG: + 2.8 
AD — 118.6 | — 31.2 EF + 11.6 DE — 0.4 
AF — 114.1 | — 30.0 GH + 12.9 LCE — 2.3 

f I56ff — 2.9 
AH — Ill, — 29. IC 13. 
9 9.4 || J. + 13.4 ie Se, 
Te/5ie oS) 
RC | os aso a MN | 04 
eT NO +-11.6 OP — 2.8 
RG J 


The minimum stresses in the diagonals are zero, and the 
maximum stress in each vertical equals 


2.79 + 10.08 + 1.68 = 14.55 tons, 
or the sum of the dead, live, and snow panel loads. 


If this truss were used as a deck bridge the maximum 
stresses in the verticals would be those given in the accompany- 
_ ing table, while the minimum stresses would 
Aiea! Leet equal the dead panel load on the horizon- 

tal chord, or — 2.79 tons. It will be ob- 
BC and OP |—14.5| served that the differences between the 


DEand MN\| —17.7| minimum stresses in the verticals of the 
FG and KL | — 19.6 


Veil — 20,2 


through truss and the maximum stresses in 


the same members of the deck truss equal 
twice the dead panel load plus the live 
and snow panel loads. The stresses in the remaining mem- 
bers are the same for a deck as for a through bridge except 
that the chord stresses change in character. 


The properties of the parabola are such as to provide a very 
simple and abridged construction for obtaining directly the 
maximum and minimum stresses due to dead, live, and snow 
loads. 
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Let S be the stress in the horizontal chord due to the total 
uniform load W (including the half panel loads at the sup- 
ports), 7 the span and d@ the depth of the truss at the center, 
then (Roofs and Bridges, Part I, Art. 39), 


WI 
So 
8d 
Substituting for these terms their values for the truss consid- 


ered above, the stress due to live load is 


emg? X 10.08 X 112 
se 8X16 


Similarly the stress due to dead load is 29.33 tonsand that due 
to snow load is 11.76 tons. 


="70:56;tons. 


Now in Fig. 80 on the horizontal line ad with a scale of 4 or 5 
tons to aninch, let ad be laid off equal to 29.33 tons, dc equal to 


Ores mesayoore dees: 


aN ri 
1 £ 
an 
———— b 06y eg Ed 
—— BOR * y ; 79 
LAY A vc Bae 
3 y ; v4 y x i 
Fy EE VES IN| | | , 10.08 
7 ppmcemmn ster t 
p x ay he hee 
Fig. 80. Lee 


i 
70.56 tons, cd equal to 11.76 tons, and verticals erected at each 
point of division. As the depth of the truss is one-seventh of 
its span let 40’ and cc’ be made equal to one-seventh of 70.56 
or 10.08 tons, and on the span d’c’ let an outline diagram be 
drawn similar to the truss diagram. In the figure one-half is 
drawn as a through and the other half as a deck truss. By 
measuring the diagonals with the scale of force their maxi- 
mum stresses are obtained. Their minimum stresses are zero. 
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Let the chord members be prolonged until they meet the 
verticals through a andd. Each of these lines is divided into 
three parts by the four verticals, these parts giving the stresses 
due to dead, live, and snow load respectively. For example, 
the dead load stress in the horizontal chord is represented by 
the part a2, the live load stress by dc, and the snow load stress 

l by cd. The maximum stress in the same member is hence ad, 
‘or 111.7 tons, and the minimum stress is a, or 29.3 tons. 


On the through truss draw the horizontal broken and dotted 
base line 2.79 tons (the value of the dead panel load) above the 
first panel point on the upper chord. By measuring the ver- 
ticals extending from this base line to each panel point on the 
upper chord, upward being compression and downward ten- 
sion, the minimum stresses in the verticals are found. Their 
maximum stresses are each equal to the sum of the dead, live, 
and snow panel loads, or 14.55 tons. 


On the deck truss let a similar base line be drawn 14.55 tons 
above the first panel point from the support on the lower 
chord, and the verticals measured from the panel points to the 
base line ; thus are found the maximum stresses in the verticals, 
all. of them being compression. ‘Their minimum stresses are 
each equal to — 2.79 tons. The measured stresses are marked 
on the different lines of the diagram. 

Prob. 48. A deck parabolic bowstring truss of 10 panels 
has aspan of 120 feet and a depth of 15 feet at the center. Find 


jthe maximum and minimum stresses for a dead panel load of 3 
tons and a live panel load of 7 tons. 


ART. 37. APPLICATION OF THE EQUILIBRIUM POLYGON. 


In the preceding articles of this chapter the method of the 
force polygon has been employed exclusively. To illustrate 
the application of the equilibrium polygon in the determination 
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of stresses let the same example used in Art. 28 be taken, it 
being required to find the cnord stresses, and afterward the 
web stresses due to the dead load. The span is 176 feet, the 
depth 26 feet, and the dead panel load 8.95 tons. 


Let the truss diagram be drawn to a scale of 10 feet to an 
inch and the panel loads laid off successively on the load line 
qv in Fig. 81 to a scale of 10 tons to an inch (considerably re- 


soon eceerenneenten anon mem sean 


duced as here printed). The effective reactions are ya and ag, 
the load line being bisected at a. Let the pole o be taken on 
a horizontal through a, the pole distance H be made equal to 
26 tons, and the equilibrium polygon constructed (Art. 6). 
The ordinates at the vertices of this polygon when measured by 
the linear scale and multiplied by give the bending mo- 
ments in tons-feet at the corresponding sections of the truss 
(Art..7). The chord stresses are obtained by dividing these 
moments by 26 feet, the depth of the truss. For instance, the 
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ordinate zn’ measures 45.4 feet, whence thestress in AD or ES is 


45.4 X 26 

26 
The stresses may therefore be directly obtained by measur- 
ing the ordinates with a scale of 10 tons to an inch, the results 
being marked on the diagram. Even with a smaller scale than 
that indicated above the same stresses, measured to tenths of 


= 45.4 tons. 


a ton, are obtained as in Art. 28. 


If the linear scale be 20 feet to an inch, and H be taken as 
52 tons, the scale of tons remaining the same, the ordinates 
should be measured by a scale of 20 X 2 = 40 tons to an 
inch to obtain the chord stresses. Again, if 7 be laid off by 
the linear scale equal to double the depth of the truss, then the 
ordinates are to be measured by double the scale of force or 


20 tons to an inch. 


As the vertices of the equilibrium polygon lie upon a parab- 
ola whose vertex is at &, the ordinates may be obtained with- 
out drawing the equilibrium polygon. The chord stress at the 
center of a truss uniformly loaded is 
Wl 
8a’ 
in which W includes the half panel load at each support. Let 


Ss 


the middle ordinate 7& be made equal to 


8 < 8.05 < 176 


ae 8 xX 26 


= 60.6 tons, 


let 4 be made equal to z# and divided into the same number 
of parts as m&, in this case four. Drawing radial lines from & 
to these points of division their intersections with the corre- 
sponding verticals give the required points. 


For an odd number of panels in a truss Zz should be divided 
into as many parts as there are panels in the entire truss, only 
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the alternate points of division from 7 to m being used. For 
a uniform live load the same method may be employed as 
that here given, or the dead and live loads may be combined 
in one diagram. 


The shear diagram for dead load is shown below the moment 
diagram in Fig. 81, the ordinates representing the vertical shear 
being limited by the line forming a series of steps from ¢/ to y’. 
If the load were not concentrated at the panel points but uni- 
form throughout the ordinates for shear would be measured to 
the straight line f’2’, which intersects the former at the center 
of each panel. The inclined line is the most convenient to 
use, but usually. it is not employed, as the analytic method, 
consisting only of a few subtractions or additions, is more 
rapidly applied. The lines a, cd, ef, and gh are the stresses in 
the diagonals, and de and fg in two of the verticals. To avoid 
confusing the diagram cd, ef and fg are turned toward the left, 
but have the same inclination as the diagonals of the truss. 
The stress in BC is one panel load, and that in H/ is zero. If 
2.95 tons of the dead panel load be taken on the upper chord, 
a compression of that amount is to be added to each of the 
above stresses in the verticals. 


In order to determine the maximum live load shear in any 
panel another shear diagram is necessary. On the horizontal 
axis AG in Fig. 82 let the positions of the panel loads be 
marked, and their magnitudes laid off on the load line ag.. Let 
the pole o be placed in a horizontal line through the beginning 
of the load line, the pole distance made equal to the span of 
the truss by the linear scale and the equilibrium polygon A’B’C" 
.. H’ constructed. Now let the span be so placed that its 
tight support shall come at /, then every panel point from 3 
to 7 inclusive is loaded. By Art. 29 this position of the load 
gives the maximum live load shear in AF or DE of Fig. 59. 
The ordinate /’’F”’ is equal to the reaction of the left support 
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and hence equals the vertical shear in the members named ; for, 
the ordinate being contained between the sixth side of the 
equilibrium polygon and the first side produced measures the 
sum of the moments of all the loads between them with 
reference to the section through /’ (Art. 7). Calling the value 


Fig. 82. 


of the ordinate y, the sum of these moments equals y X ZH. 
But the section at /’ is at the right support of the truss, and 
hence the sum of the moments also equals the moment of the 
left reaction with reference to this support. Therefore 

IXH=RX) 
and since H was made equal to /, 

Sse 

This may also be proved by drawing through the pole a 
parallel to the closing line #’/ of the equilibrium polygon 
forming a triangle which is equal to //’’F! since one side is 
equal to its parallel 7/”’ and all the sides of both triangles are 
mutually parallel. /’/’’”’ is hence equal to its parallel R. 


The ordinates taken in succession from 7’ to A’ measured 
by the scale of force give the maximum live load shears in 
each panel of the truss from left to right. The stresses in the 
diagonals are obtained from these shears in the manner indi- 
cated in Fig. 81. The results by this method are found to be 


> 
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the same as those given in Art. 30 in the line ‘+ total’ for 
the diagonals and in the line ‘ — total’ for the verticals. 


For trusses with inclined chords the moment diagram gives 
only the horizontal component of any chord stress, the ordinate 
being measured in a section passing through the center of 
moments of the chord member. The shear diagram is not 
applicable in such cases except for the purpose of finding the, 
reaction from which the stress in the required web member 
may be found by the method of the force polygon. 

It will be observed by the student that the method of the 
equilibrium polygon does not indicate the character of the 
stresses as in the method of the force polygon. Whether a 
web member be in tension or compression is to be determined 
by cutting it by a plane, noting its direction and the sign of 
the shear, as was done in the analytic method in Part I, Art. 26. 

Prob. 49. Find the maximum and minimum stresses due to 
dead and live loads for the truss in Prob. 42. 


ART. 38. EXcESS LOADS: 


It may be specified that a truss shall be designed to carry a 
given load extending over a certain distance in excess of the 
uniform live load. Ina railroad bridge the excess load would 
represent the difference between the locomotive panel load and 
the uniform train panel load. 

The chord stress due to a single load P distant x from the 
left support is a maximum at the load, and for any position of 
the load 


Be eee el oe a ee 


?. d ld 


M being the bending moment at the load. If S be an ordinate 
corresponding to an abscissa + this is the equation of a parab- 
ola whose vertex is at the center of the truss. The middle 
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ordinate has a value of a and the ordinates are zero at each 
4 


end. The ordinate at each panel point is the maximum stress 
in the chord member whose center of moments is at that point. 


Although excess loads are not used in determining the 
stresses in highway bridge trusses, except for the floor system, 
yet as an illus- 
tration of the 
method let the 
» Pratt truss in 
Art. 30 be 
taken and 
the maximum 
chord stresses 
be found for 
one  éxcéess 


panel load of 
5 tons. The ordinates in Fig. 84 are obtained as in the 
preceding article, the middle ordinate /& being 

Y 6d apm oe ae 4.8) 
Ad A ERG 


The other ordinates on either side are 3.7, 6.4, and 7.9 tons. 


‘Se 


= 8.46 tons. 


Let it now be supposed that two excess loads of 5 tons each 
and 50 feet apart are specified. Let their distance apart be 
taken as 44 feet or two panel lengths. For two equal loads the 
maximum stress in a chord member in the left half of the truss 
occurs when one load is at the section passing through its 
center of moments and the other load is toward the right. For 
the member AF one load .is to be placed at apex 3 and the 
other at 5. The stress in AF due to the load at 3 is ef which 
measures 7.9 tons. The stresses for the load at 5 are given by 
the ordinates of the triangle cvg, and since cz intersects e/ at 
m, the stress in A/ due to this load is em, or 4.8 tons, and that 
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due to both loads is 7.9 + 4.8 = 12.7 tons. Inasimilar manner 
the other chord stresses are found. The stress in AH may 
however be larger when the loads are at 3 and 5, than when at 
4 and 6, being in this example 6.4 + 6.4 = 12.8 tons for the 
former and 8.5 + 4.2 = 12.7 tons for the latter position, fs being 
6.4 tons and fr 4.2 tons. 


By inspecting the table in Art. 30 it is seen that the maxi- 
mum shear in any web member in the left half of the truss due 
to a single live panel load occurs when the load is placed at 
the nearest panel point on its right, the shear being equal to 
theleft reaction. Fora single excess load P the vertical shear is 
P= 2). 

wae 
if V be an ordinate corresponding to an abscissa x this is the 
equation of a straight line. Thus, when x =0, V=FP and 


te 


when =/4,V=o0. From these data the diagram for maxi- 
mum shear due to a rolling load may be readily drawn. 


For the above example let the span aé be laid off in Fig. 85, 
marking the panel points as indicated and erecting verticals at 


all of these points. Let ca be made equal to 5 tons by scale 
and cé joined, then the ordinates to this line give the maximum 
shear for each panel. The ordinate at 3 which measures 3.1 
tons is the maximum shear in ZF and DE and also the stress 
in DE. The stress in Z/ is given by a line drawn through the 
upper extremity of this ordinate with the same slope as EF 
and is found to be 4.1 tons. The stresses in all the diagonals 
may be obtained from cd = 6.56 tons by the use of a simple 
ratio which for EF is $ and for HG is 4. These stresses may 
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also be obtained directly from the tabulation in Art. 30, by 
multiplying the greatest live load stress in any member due to 
a single panel load by the ratio of the excess load to the live 


panel load. For example, the stress in AF is +- 11.9 X ae = 
+ 4.1 tons and that in DE is — 9.1 X JS ere, 


The same method might be applied to the chords, but would 
require more work than that used in this article. 

For the two excess loads mentioned above the maximum 
stress in AF or DE is produced by placing one load at 3 and 
the other at 5. Let ce be drawn equal to § x 5 tons and e 
joined with / which is on the line dc at a distance of two panels 
from 6. The ordinates to the line e/d give the maximum shears 
in each panel due to the two excess loads. The stress in DE 
is found to be 5.0 tons and in AF 6.6 tons. 


The chord stresses are as follows, 


RB and RC | ADand RE | AFand RG AH 
First excess load, 3.7 6.4 7.9 8.5 
Addition for second load, 2.6 4.2 4.8 _— 
Two excess loads, 6.3 10.6 127 2 6 -Avaaeress 


The stresses in the verticals are, 


BC DE FG Ay KL MN OP 


First excess load, + 5.0f— 3.1] — 2.5] — I.9] — 1.3] — 0.6) o 
Addition for second load, Oo |— 1.9] — 1.3} — 0.6] o fe) fo) 
Two excess loads, + 5.0] — 5.0] — 3.8] — 2.5) — 1.3] — 0.6} o 


and those in the diagonals are, 


First excess load, 
Addition for second load, 


Two excess loads, 
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These results when combined with the stress given in Art. 34 
will increase the maximum stresses in all the members and 
reduce some of the minimum stresses in the web members. 
The addition of the stresses in the web members due to excess 
loads should properly be made in-the tables in Art. 30 by 
inserting a line above the dead load stresses and then obtain- 
ing the maximum and minimum stresses anew. 


If one or more locomotive panel loads be required to precede 
the train on a railroad bridge, the maximum chord stresses in 
the left half of the truss will be obtained by placing the excess 
loads as near as possible to the left support. 


Prob. 50. A Pratt truss for a deck single track railroad bridge 
has 6 panels each 13 feet 4 inches long and 13 feet 4 inches 
deep. Find the stresses due to one excess load of 6.5 tons 
per truss. 
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CHAPTER, IV. 
LOCOMOTIVE WHEEL LOADS, 
ARY. 39. STANDARD TyPiCAL LOADS. 


A uniform live load which is carried by the stringers and 
floor beams to the panel points of the trusses, giving uniform 


live panel loads throughout, is confined mainly to highway 


bridges. For railroad bridges it is generally specified that the 
live load shall consist of two coupled locomotives, followed by 
a uniform train load of a given weight per linear foot of track. 
The actual wheel loads thus taken constitute a system of con- 
centrated loads whose relations remain unchanged to each 
other and to the uniform load following them while passing 
over the bridge. 

The first of the diagrams in Fig. 86 represents two typical 
consolidation locomotives and the second the two typical pas- 
senger locomotives and train load specified in 1886 by the Fenn- 
sylvania Railroad. The numbers above the wheels show their 
weights in pounds for both rails of a single track and the num. 
bers between them show their distances apart in feet. 
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A typical locomotive does not really exist, but is used so 
that the stresses due to it will be greater than those due to any 
locomotives that are likely to be built for some years in the 
future. Different railroads specify various typical locomotives 
and sometimes actual ones of the heaviest patterns. The 
typical locomotives shown in Fig. 86 are about the heaviest 
that have been employed for a number of years in designing 
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railroad bridges, while the two coupled consolidation locomo- 
tives and train shown in Fig. 87 were first specified in 1889 
by the Lehigh Valley Railroad. The numbers between the 
wieels in Fig. 87 indicate inches. 

For railroad bridges the ‘‘ compromise standard system ’”’ 
of live loads recommended by WADDELL in 1893, after a dis- 
cussion of the subject by many engineers, may be here noted 
as one which seems likely to be much used in the future. 
The typical consolidation locomotives are divided into seven 
classes, called T, U, V, etc., and the wheels in each class 
have the same spacing. Fig. 88 shows this spacing and the 
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loads for class T, while the loads for the other classes are 
given in the table. The student should always remember 
that the loads in the following table are for both rails of a 
single track and correspond in this respect to those given in 
Figs. 86 and 87. The distance from the front pilot wheel 
to the beginning of the uniform load is in all cases 104 feet. 
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and the loads are stated in pounds. Of course in designing a 
bridge the exact loads given in the specifications must be 
used, but it is hoped that engineers who write specifications 
will gradually abandon the awkward typical locomotives with 
wheels spaced apart at distances involving odd fractions of a 


L Pp LOAD ON EACH | LOAD ON EACH pee ts tea Unirorm Loap 
Crass. ODEON EL DrivinG WHEEL OF PER LINEAR | 
WHEEL, Waa t: ae LocoMOTIVE Boon 
i Y AND TENDER. ‘ 
Z I5 000 25 000 18 000 187 000 3,000 
Y 16 000 28 000 Ig 000 204 000 3 200 
x 17 000 31 000 20 000 221 000 3 400 
WwW 18 000 34 000 21 000 238 000 3 600 
V Ig 000 37 000 22 000 255 000 3 800 
U 20 000 40 000 23 000 272 000 4 000 
at 2I 000 43 000 24 000 289 000 4 200 


foot, for surely this is straining at a precision unwarranted by 
actual conditions. 


Alternate loads on two axles 7 feet apart are also specified 
for each class, the load on both rails of a single track for each 
axle being as follows: Class Z, 40 000; Y, 42 000; X, 44 000; 
W, 46000; V, 48000; U, 50000; and T, 52000 pounds. 
These loads represent the heavier drivers of the typical passen- 
ger locomotives, and apply only to beams of very short spans 
and to cross ties in the track on bridges. 

Prob, 51. Find the maximum shear in an I beam 15 feet in 
span under the load represented in Fig. 87. 


ART. 40. ANALYSIS OF A PLATE GIRDER. 


To illustrate the method of determining the stresses when 
the live load consists of concentrated wheel loads, let a deck 
plate girder bridge for a single track railroad be taken, the 
span being 55 feet, measured between centers of bed plates, 
and the effective depth 5.5 feet. The total weight of both 
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girders and of the lateral bracing is 16.45 tons, and the floor 
system is estimated at 420 pounds per linear foot. The live 
load is to consist of one Lehigh Valley consolidation locomo- 
tive and tender followed by a uniform train load of 4000 
pounds per linear foot. It is required to find the maximum 
flange stresses and the maximum shears throughout the girder 
due to the above loads. 


The total dead load for each girder is first found to be, 
Xu i EE) 16 == GWOT) 
2 ( Boe ees Bie ioe? 
which is regarded as uniformly distributed. As this is a single 
track bridge the live load is divided by two, and for conven- 
ience the weights are reduced to tons. 


On the axis: 47, Plate Il], and to a scale of $ feet to an 
inch, are marked the positions of the wheel loads and the 
beginning, middle and end of a portion of the train 20 feet in 
length. Through these points indefinite verticals are drawn. 
On the load line #2, at the left of the plate, the wheel loads 
are laid off successively to a scale of 10 tons to an inch fol- 
lowed by 20 tons—the weight of the 20 linear feet of train. 
The pole 0 is chosen at a point above the middle of the load 
line, the pole distance being five times the depth of the girder, 
or 27.5 feet. It isnot necessary to draw the rays from the 
pole, as the direction of each ray is determined by the pole and 
a point on the load line through which points the edge of the 
triangle is passed in the construction of the equilibrium poly- 
gon A’/B'F'L'’M’'N'’. As the train load is not concentrated at 
its center but is uniformly distributed the required part L’e’ NV’ 
of the equilibrium polygon is a parabola tangent to L’J7’ at L’ 
and to VW at W’ (Art. 10). The construction is indicated on 
the diagram. The portion A’S’ of the polygon is a straight 
line parallel to Zo and is produced as far as needed. 


The left half of the girder is divided into five equal parts 
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each 5.5 feet in length, and the sections numbered as shown. 
After erasing the lines of action of the wheel loads above the 
equilibrium polygon, a series of verticals are drawn 5.5 feet 
apart. The two verticals each marked cc’ are 55 feet apart 
and c’c’ is the closing side of the equilibrium polygon for the 
position cc of the girder. For this position the first driver 
stands at section 3 of the girder. The ordinate /a’ represents 
the flange stress at section 1 for this position of the load, the 
ordinate Qe’ for section 2, and so on. The closing lines a’a’ 
to gg’ are drawn, and all points on these lines distant one 
space from the left end are united by the curve PP, those dis- 
tant two spaces from the left end by the curve QQ, those dis- 
tant three spaces by RR, those distant four spaces by SS, and 
those distant five spaces by the curve TT. The ordinates 
between the polygon and the curve PP indicate the successive 
values of the flange stress at section I as the girder is moved 
from left to right with respect to the load, or, in other words, 
as the live load passes over the girder from right to left. The 
maximum ordinate between these lines is directly over the 
first driver, indicating that when the load is placed so that the 
first driver stands at section 1 it will give the maximum flange 
stress at that section. The maximum is always located ata 
vertex of the polygon, that is, at one of the loads. When the 
ordinate is not at an intersection through which the upper 
curve was drawn its length should be tested by drawing the’ 
closing line for the required position of the load. The pole 
distance 7 being five times the depth of the girder this ordi- 
nate must be measured with a scale five times that used on the 
load line or 50 tons to an inch. Applying the scale it is found 
to be 38.0 tons. The maximum ordinates to QQ and RR are 
66.2 and 85.9 tons respectively, both being at the second driver; 
and the maximum ordinates to SS and TT are 97.0 and 99.6 
tons, both being at the third driver. 


The center of gravity of the locomotive and tender is 3 
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feet behind the third driver. When the load is so placed that 
the center of the girder is midway between these two points, 
only these loads being on the girder, the absolute maximum 
flange stress will occur in the section at the third driver. The 
section is therefore 1.5 feet from the center of the girder and 
the flange stress is 100.3 tons. The closing line for this posi- 
tion is shown near ¢’c’. 


On an axis equa] to the span in length and divided like the 
girder into ten parts the flange stresses just found are laid off 
as ordinates,and a curve drawn through their upper extremi- 
ties. Only one half is shown in the lower left side of the plate, 
the ether half being symmetrical with it. 


The diagram for flange stresses due to the dead load is now 
constructed below this axis By the method of Art. 35, and by 
measuring the ordinates the flange stress for the different sec- 
tions of one-half of the girder are found to be 6.3, 11.2, 14.7, 
16.8, and 17.5 tons respectively. These are to be added tothe 
live load stresses in order to obtain the maximum stresses in 
the flanges. 

To determine the maximum live load shears another equi- 
librium polygon A” B’D"L"N” is drawn by taking a new pole 
distance equal to the span, and as it is convenient to have the 
first side A” B” horizontal the pole oa’ is placed directly opposite 
h, the beginning of the load line. From the first driver at C” 
the span is laid off toward the right extending to fand then 
successive positions ce, dd, etc., of the girder are marked when 
it is moved toward the left 5.5 feet at a time.- The ordinates 
f’z..a@'d.. aa are the corresponding reactions of the left 
support (Art. 37) and those portions of the ordinates above 
the line wzwz are the maximum shears at the sections. The 
line wz is parallel to ae, va equals 4 tons—the load on the pilot 
wheel—and wz is a part of B’C” produced, w being 55 feet 
distant from 4”. It is found that the maximum shear is caused 
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in each section when the leading driver stands at that section 
and the load covers the right segment of the girder. For 
‘instance, when the first driver is at section 5 the shear is a’ 
or 13.6 tons, when the pilot is placed at 5 the shear, measured 
on the ordinate at the left of a’, is 10.6 tons, and for the sec- 
ond driver at 5 the corresponding ordinate (not shown on the 
plate) is still smaller. When the first driver is at the left sup- 
port the reaction and also the shear at the support are equal to 
fz or 45.0 tons, fz lying between the polygon and the second 
side B’’C” produced, since the pilot is beyond the girder (Arts. 
7 and 35). The shears for the sections from 0 to 5 are 45.0, 
38.0, 31.3, 24.9, 18.9, and 13.6 tons respectively. If shears are 
desired for intermediate sections they may be measured di- 
rectly on the diagram. 


The above shears may also be obtained from the moment 
diagram used for finding the flange stresses. When the first 
driver is at section 5 the closing line of the polygon is a’a’ and, 
drawing parallel to this a ray through a, it is found to cut off 
on the load line a reaction of 17.6 tons or a shear of 13.6 tons. 
The other rays shown are parallel to the closing lines 0’0’ to 
/'f. Wf one of the series of equidistant verticals did not coin- 
cide with the first driver another series of closing lines would 
have to be drawn to find the shears in this manner. The pre- 
ceding method is usually the most economical in labor, but in 
this example the method just given has the advantage. 


The shears due to dead load for the left half of the girder 
are given by the triangular shear diagram on the right of the 
lower end of the load line, and are to be added to the live load 
shears. Their values for the sections 0 to § are 7.0, 5.6, 4.2, 
2.8, 1.4, and 0.0 tons. 


Sometimes an approximate method is employed in which 
the pilot wheel is omitted from the system of loads. ' The dif- 
ferences between the true and the approximate shears in this 
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example are indicated on the diagram by the ordinates between 
the lines uz and C’’w. 


In practice the equidistant verticals corresponding to the 
divisions of the girder are drawn upon a separate sheet of trac- 
ing paper that may be shifted horizontally over the one on 
which the equilibrium polygons are constructed. This facili- 
tates some parts of the process very materially. ( 


If two coupled locomotives be specified instead of one the 
maximum flange stresses will be somewhat greater, as in that 
case the drivers of the second locomotive when placed at the 
various sections give the positions for maximum moment. 
This may be seen from the fact that the straight line B’4’ will 
be replaced by a broken line starting from B’ and bending up- 
ward, thus raising the left ends of a number of closing lines and 
consequently increasing the ordinates between them and the 
polygon. 

Prob. 52. A plate girder for a single track bridge has a span 
of 31 feet 6 inches and a depth of four feet. Find the flange 
stresses and shears due to two coupled Pennsylvania consoli- 
dation locomotives. 


ART. 41. ANALYSIS OF A PRATT TRUSS. 


Let the example whose computations were made in Part I, 
Art. 63, be taken in order to compare the accuracy of the 
graphic method with the analytic method. The truss is a 
through Pratt for a double track railroad, of 140 feet span, hav- 
ing 7 panels, each 20 feet long and 24 feet deep. The dead! 
load per linear foot is 1 400 pounds or 0.7 tons, and the live load 
a Pennsylvania typical passenger locomotive and tender fol- 
lowed by a uniform train load of 3 000 pounds or 1.5 tons per 
linear foot. Of the dead load 400 pounds per linear foot is to 
be taken on the upper chord. 


As the construction required by this example (see Plate IV) 
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is in many respects similar to that in the preceding article, only 
those features which are different need explanation. The linear 
scale used on the original drawing was 10 feet to an inch, and 
the scale of force 20 tons to an inch. The pole distance is 
taken as twice the depth of the truss or 48 feet. The verticals 
above the equilibrium polygon are Io feet or half a panel length 
apart, and the maximum ordinates for the sections through the 
panel points are drawn in heavy lines. The ordinates are 
measured by double the scale used in laying off the load line 
or 40:tons to an inch, and their values marked on the diagram. 
The maximum ordinate below the curve SS, drawn for the sec- 
tion through the fourth panel point, is smaller than that for 
the third, and is the last one requiréd for the chord stresses. 


If the Pennsylvania consolidated locomotive be used instead 
of the passenger locomotive, the maximum ordinates for the 
sections at 3 and 4 will be found at such positions as to place 
the engine beyond the bridge, and toward the right of these 
ordinates the stress curves will be parallel to the equilibrium 
polygon. 

In the shear diagram on Plate IV the ordinates at 2’, 6”, 
' etc., represent the reactions of the left support for various 
positions of the load since the pole distance 0’ is 140 feet, the 
length of the span. For instance, the left reaction when the 
first driver is at 2 is the ordinate below 6” which measures (by 
the scale of 20 tons to an inch) 79.2 tons. The shear in the 
second panel is this reaction minus that portion of the load on 
both pilot wheels carried by the stringers to the floor beam at 
I,org.4 tons. Laying this off from 6” downward and drawing 
a line parallel to the diagonal CD the stress for that member 
is found to be 90.8 tons. If any other load be placed at 2 a 
smaller stress is found. 

In the fifth panel the positive live load shear is a maximum 
when the second pilot wheel is at the panel point on the 
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right. The difference between the reaction and the chee is 
then 2.2 tons. The construction for two positions of the load 
is given for the fourth and fifth panels. The positive live 
load shear is a maximum in the sixth panel when the first 
pilot wheel is at panel point 6. The shear is then equal ta 
the reaction, its value being 2.7 tons. The construction is 
omitted on the plate. The one shown is that due to the 
second pilot wheel at panel point 6. 


The tension in the suspender BC is equal to that portion of 
the loads between o and 2 that is carried by the stringers to 
the floor beam at 1, such loads being brought on as to make it 
a maximum. This condition requires the drivers to be near 1. 
To determine this the small equilibrium polygon is drawn 
directly below the locomotive wheels using a pole distance 
equal to the panel length. The pole is 0’. When the first 
six wheels are so placed between 0 and 2 that their center of 
gravity is at 1, the reactions at o and 2 are each 16.7 tons, as 
given by the ordinate above the intersection of the outer sides 
produced (Arts. 7 and 37). The reaction at 1 is therefore 
(8 + 8+ 20 — 16.7)2 = 38.6 tons. The first driver is next 
placed at 1, thus moving the second tender wheel beyond 2, 
and the sides of the polygon are produced to meet the vertical 
under this load. The reaction at 1 is then 64 — (9.4 + 15.0) 
= 39.6 tons. When the second driver is placed at 1 the reac- 
tion at 1 is 64 — (9.6-+ 14.8) = 39.6 tons. The greatest live- 
load tension in BC is therefore 39.6 tons. 


It will be observed by the student that the ordinate of 9.4 
tons under the first driver gives the amount that is laid off on 
five of the ordinates on the large shear diagram, while the small 
ordinate of 2.2 tons under the second pilot is deducted from 
three of them. 

Another method of finding the stress in BC when the first 
driver is. at I is shown on the diagram including the load line,. 
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in which of is parallel to the closing line f’@’ and ow is parallel 
to the closing line /’A’. 

The stress diagram for dead load when the diagonals all 
incline one way is shown on the left of the shear diagram. 


The stresses thus obtained are for the chords, 


AD AFand AH | RBand RC RE RG 
DeadWloadi-. «csiea's — 58.3 — 70.0 + 35.0 + 58.3 + 70.0 
TiweMloOad!irecwrcislaxe — 130.8 — 154.5 + 81.8 + 130.8 | + 153.5 
Maximum........-| — 189.1 — 224.5 +- 116.8 + 189.1 | + 223.5 
Minimum.........| — 58.3 — 70.0 + 35.0 + 58.3 + 70.0 

for the diagonais, 

AB CD EF GH SK LM 
Dead load srearsreya erere — 54.7; + 36.5} + 18.2 fo) — 18.2) — 36.5 
Live load on right..] — 127.8] + 90.8] + 59.4 | + 33.5] + 15.2] + 3.5 
Live load on left... re) — 3.5] — 15.2} — 33.5| — 59.4] — 90.8 
IWEp-alenlbbon@rmsnoo ee — 182.5|-+ 127.3) + 77.6| + 33.5 fo) fo) 
IMMsarrobbone oS olonoacoo ~- 54.7| +33.0] + 3.0 fe) fe) fo) 


and for the verticals, 


BC DE FG H] KL 
WeadelGads vets scree + 10.0 — 18.0 — 4.0 + 10.0 + 24.0 
IGS Maraele aicseré trace + 39.6 — 45.6 — 25.8 — 11.7 — 2.7 
IME»: a pont oo OIRO Aes + 49.6 — 63.6 == QOSB al — <sislasslereballieeeteretetens 
INGITTTITITA «esis 'e/e/avete + 10.0 — 6.3 540 a] Pelererctece tall tpametetotavees 


The live load stress in AH/ is — 154.5, and that in RG is 
+ 153.5 tons, because under the loads which cause both 
chord stresses of these magnitudes combined with the dead 
load the shear in the middle panel is negative, thus bringing 
into action the diagonal which slopes downward toward the 


cme. 
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Jeft. As, however, the dead load shear is zero, its sign 
depends only on the live load and may therefore be most 
readily determined by drawing the corresponding closing lines 
on the moment diagram on Plate IV and observing the 
relative lengths of the ordinates at panel points 3 and 4, as 
explained in Art. 9. In both cases the ordinate at panel 
point 3 was found to be the greater. In practice the larger 
of the two values is often used for both chords of the middle 
panel. 

The maximum and minimum stresses are found in the 
manner explained in Art. 30. The table shows that theoreti- 
cally only the middle panel needs to be counterbraced, but 
practically counters would be inserted in the third and fifth 
panels to provide for some loads which might be allowed to 
cross the bridge before it would become necessary to replace 
the structure on account of the permanent increase in the 
weight of locomotives and trains demanded by the regular 
traffic. 

As no counter tie is called into action in the third panel by 
the specified loads, the minimum stress in the vertical DE is 
shown to be — 18.0-+ 11.7 = — 6.3 tons, because the live 
load stress in DZ when the load comes from the left is equal 
in magnitude and opposite in sign to that in “77 (which 
equals the shear in /X ) for the live load coming on the bridge 
from the right. Had the counter / been required, then the 
minimum stress in DZ would have been the dead panel load 
on the upper chord, or — 4.0 tons. The stresses in 7/7 and 
KL given in the table are not real, as the adjacent counters, 
JK and LM never act under the given loads. 


On comparing these results with those obtained by the 
analytic method it is seen that the average difference between 
them is about 0.1 ton, the only difference exceeding this 
amount being 0.3 ton for the chord members AD and REZ, 
the value obtained by computation being 131.1 tons. The 
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analytic method, however, gives another position of the live 
load which also satisfies the condition for the greatest stress 
in these chord members, namely, when the second driver 
stands at 2. The computed stress for the position is 130.3 
tons. Two computations are also required for the stresses in 
RB = KC and in Gi, 


Prob. 53. A through Pratt truss for a single track railroad 
bridge has 7 panels each 21 feet 6 inches long and 26 feet 
deep. The trusses are 14 feet 8 inches apart center to center 
of chords. The dead panel load is I.93 tons on the upper 
and 6.33 tons on the lower chord. The live load is to con- 
sist of two coupled Lehigh Valley consolidation locomotives 
followed by a uniform load of 4 000 pounds per linear foot. 
Find the maximum and minimum stresses. 


ART. 42. MOMENTS IN PLATE GIRDERS, 


In Art. 40 the equilibrium polygon was drawn with a pole 
distance equal to a multiple of the depth of the girder, mak- 
ing it possible to read the values of the flange stresses directly 
from the diagram with the scale. This is convenient fora 
single example, but if a number of girders are to be analyzed 
for the same live load it will economize labor to plat the 
equilibrium polygon ona sheet of profile paper by laying off 
the moment ordinates under each wheel as taken from a 
tabulation diagram similar to the one shown in Part I, Art. 62. 
Such an equilibrium polygon, or wheel load moment diagram, 
is shown in the line dBC’D’ in Fig. 89. The first side 4B 
is horizontal, and coincides with the axis 4. The total 
ordinate at any point represents the sum of the moments of 
all the wheels on the left of the point with reference to the 
point as a center of moments. If the side lying directly 
under the pilot (indicated by two sides of a triangle) of the 
second locomotive be produced to meet the ordinate at C’, 
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the portion of the ordinate above this line represents the 
moment of the entire second locomotive about the head of 
the train, while the portion below the side produced repre- 
sents the moment of the first locomotive about the same 
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point, the values of these moments being read off directly 
from the sheet with its engraved scale (see Art. 7). As large 
a scale of moments should be adopted as possible without 
making the sheet too unwieldy to handle conveniently. 


In the same article the maximum flange stress for any given 
section was obtained by practically finding the stresses for 
many different positions of the live load and selecting the 
largest one. If the position of the load which produces the 
maximum moment, and therefore the maximum flange stress, 
could first be determined, it would be necessary to find the 
value of only one moment for each section. This will now 
be done. 

The criterion for the position of the wheel loads which 
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produces the maximum moment at any section of a girder 
which supports the load directly, is 


in which W is the whole load on the girder, P’ the part of the 
load on the left of the section, 7’ the distance from the section 
to the left support, and 7 the span. This formula may be 
deduced in a similar manner to those in Part I, Art. 61. It 
is really the same formula as that which applies to vertical 
sections through the panel points of trusses with vertical 
posts, and to the panel points of the loaded chord of those 
with inclined web members. In plate girders with stringers 
and floor beams the criterion applies only to the sections at 
the floor beams. If the cross ties rest directly on the girder, 
or if a solid metal floor is adopted which is supported at 
points very close together like the cross ties, the load is 
regarded as supported directly, and the above formula may 
be applied at any vertical section whatever. 


To use this criterion let a load line ABCD, composed of a 
series of steps, be constructed on the same sheet as the wheel 
load moment diagram, as shown in Fig. 89. The rise in any 
step indicates the weight and the position of the correspond- 
ing wheel. Any ordinate to this load line gives the sum 
of all the loads on its left, and its value can be read off di- 
rectly. 

On a sheet of tracing paper let the span ad of the girder be 
laid off to exactly the same linear scale as that of the profile 
paper containing the load line and moment diagram, and let 
the half span be divided into the required number of equal 
parts and indefinite ordinates erected at these points. Fig. 
90 shows the completed diagram for a span of 80 feet placed 
in position on the load line. The live load used in this 
example is given in Fig. 87. 


It is very important that when the base lines of the two 
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diagrams coincide, their ordinates shall be truly parallel. The 
sections are five feet apart and the 20-foot section is made to 
coincide with wheel 4. If this be the proper position for 


» 


a 


Se tS ek nas et a) 


Sod 


Siai-see eben eee e eee Ken ee ne 


i- ee Se 66 eG wes oe eR HH He ee 


+= — ee a eam in nag co oeeeees——s! 
\\telsieteietetetebneicteitieet het tt rT) 


LE 
Zs Ge 12s es Ce 
2) Io 70" 30" \go’ 
en: 
Fig. 90 


the maximum moment in the 20-foot section, the equation 


y 


i 
J es = must be satisfied. Remembering that the hori- 


zontal axis on the left of a is to be considered as a part of 
the load line, connect by a straight line the points a and d 
where the ordinates at the supports intersect the load line. 
Now the ordinate éd equals W, ab equals /, ae equals 2’, and 


/ 


l 
hence La is represented by the ordinate ez. If the wheel 4 


is just on the right of the section the ordinate e% represents 
P’, if just on the left the ordinate c# is the load P’; and 
when it is at the section the load P’ may be regarded as 
having any value between these limits. The condition is 
therefore satisfied, and this position will give the maximum 
moment at section 20’. All the possible positions for all the 
sections can be determined in a few minutes, by using a small 
silk thread, shifting the tracing paper in each case so as to 
bring a wheel over the section, stretching the thread as indi- 


128 LOCOMOTIVE WHEEL LOADS. CuHap. IV. 


cated above and noting whether it intersects that wheel on 
the load line. The graphical method of determining position 
by means of a load line was first published by WARD BALD- 
WIN in: Engineering News, Vol. XXII, pages 295 and 345. 
See also letter of Dec. 11, 1889, on page 615. 

By remembering the condition of loading required for uni- 
form and excess loads, it is clear that the wheel loads should 
at first be approximately placed so as to cover the entire 
girder, and then if most of the drivers are’on the left of the 
section the load should be moved somewhat toward the right. 
If by running off some light wheels on one end heavier ones 
may be brought on the girder at the other end without 
removing the drivers much farther from the section, the 
moment may probably be increased. By such considerations 
the labor of determining position may be reduced. 


The value of the maximum bending moment at section 20/ 
may now be obtained by drawing the closing line and measur- 
ing the ordinate fg. A scale consisting of a separate strip of 
profile paper cut from the same sheet is convenient for this 
purpose. If the left end a of the closing line were always on 
the axis ad, greater precision would be attained by reading the 
moment dc, multiplying it by the ratio 7’ + 27, which in this 
example is one-fourth, and subtracting the moment e7/, which 
is known and usually marked on the diagram. In plate 
girders, however, @ is frequently not on the axis. In the 
above girder the positions satisfying the criterion for the 
various sections were found to be as follows: 


Section, Wheel at Section. Section. Wheel at Section. 
gt or 200 Ane e 53 
10’ a ae 30° er bt 
15’ 3, 4 35° 12, 13 
20’ 4, 12 40’ 4,55 8. DedOe Foe 3 


It is therefore better to make the scale large enough to insure 
the requisite precision when the ordinates are read off directly 
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by a separate scale so that only one value needs to be 
recorded. Where more than one position satisfies the con- 
dition, the use of the dividers will show which is the largest, 
and its value alone needs to be carefully read and recorded. 
In order to enable a large vertical scale to be used on the 
width of an ordinary sheet of profile paper, the equilibrium 
polygon, or moment diagram, was consolidated as shown in 
Fig. 91. In this way the vertical divisions on pro- hf 

file paper, plate B, which measure a little more 
than 0.8 inch, could be taken as 500 thousand 
pound-feet instead of 1000 thousand pound-feet 
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as before. The linear scale used was 4 feet to an inch, the 
actual working diagrams being therefore about ten times as 
large as those here given. f 

By reference to the above table of positions it is seen that 
the ordinates to be measured lie in the left half of the diagram 
so that acute intersections of the ordinates with the polygon 
are avoided. If this diagram were not also to be used for 
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obtaining shears, a further improvement would be made by 
inclining the axis downward towards the right, thus bringing 
the closing lines more nearly horizontal. 


Referring again to Fig. 90 in order to call attention to the 
relation between the analytic and graphic methods, it should 
be observed that if no load is off the girder at the left, the 
ordinate eg is the moment of the reaction while ef is the 
moment of the loads on the left of the section, the center of 
moments being at some point in the section. If, however, 
some loads have passed beyond the left support, then the 
corresponding point e will lie on that side of the equilibrium 
polygon produced which is intersected by the vertical at the 
left support. 

In plotting the load line and the equilibrium polygon the 
values generally used in practice correspond to the weights on 
one rail only, since single track bridges are so much more 
numerous than those with a double track. As it is customary 
to mark the stresses in pounds on stress sheets, it is preferable 
to plat the weights in units of 1000 pounds and the moments 
in units of 1000 pound-feet. 


If a plate girder has floor beams and stringers, its bending 
moment diagram for the live load, corresponding to that 
shown above the axis in the lower left corner of Plate III, 
will be bounded by irregular curves between the moment 
ordinates at the floor beams, or panel points. These curves 
may be concave as well as convex, and may be replaced by 
right lines for all practical purposes. The more precise 
determination of intermediate moments will be treated in 
Attc5G. 

An accurate representation of the dead load bending 
moment diagram consists of two parts, one due to the weight 
of the floor system, which is concentrated at the panel points 
and which may be plotted above the axis; the other due to 
the uniformly distributed weight of the girder itself. Fig. 
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92 shows the moment diagrams of a through plate girder 
whose span is 80 feet, and whose floor system has five panels. 


Fig. 92. 
The upper diagram gives the moments due to live load, and 
the lower one those due to the dead load. 


Prob. 54. Construct the diagrams described in this article, 
check the positions given in the table, find which position 
gives the maximum moment at each section and the values of 
these moments. 


ART. 43. SHEARS IN PLATE GIRDERS. 


In Art. 40 it was shown that the maximum shear in any 
section occurs when one of the wheels at the head of the loco- 
motive is at the section. If J7’ be the moment of all the 
loads on the girder about the right support when wheel 1 
is at the section and 17” when wheel 2 is at the section, the 
corresponding values of the vertical shear are. 


M’ M” 


Vi= > and Lp ee 


P, being the weight of wheel 1. If the load is directly 


132 LOCOMOTIVE WHEEL LOADS. CHAP, lV. 


supported by the girder there will be some section where the 
shear due to both positions is equal. Equating these values 


and transposing, 
MO VE SET: 


In Fig. 93 let cd be the moment M7” and ad the moment 
M'. The distance ac between these moment ordinates is 


shea --- o> 
+ 


f--------- 


et eee 
1 


S 


equal to the distance between wheels 1 and 2. If V,= V,, 
ade=cd—ab=M" —M'=Pl. The position of the sec- 
tion where ’, = V, may then be found as follows: Place the 
girder diagram (constructed on the tracing paper as described 
in the preceding Article) on the locomotive moment diagram 
(Fig. 89) with its left support at wheel 1, and mark on its sec- 
tion or ordinate at the right support the distance to the line 
Lb, which is the side of the equilibrium polygon on the right 
of wheel 1 produced. This is P/ (Art. 7). Move the former 
diagram to the left until the section at the right support is at 
wheel 2, and mark the position of wheel 1. The two points 
marked are shown in Fig. 93, at @ and 4, respectively. Now 
move the tracing with the point @ remaining on the equi- 
librium polygon and with its axis horizontal until a position 
is reached where 6 is also on the polygon. Mark the position 
of wheel 2 at f. It is easily remembered what wheel is to be 
marked by noticing that the right-hand ordinate cd is 17”, 
which by the notation is the moment at the support when 
wheel 2 is at the section. At every section, therefore, 
between f and e the greatest shear will be produced when 
wheel I is at the section, and for all sections between f£ and g 
the left support) when wheel 2 is at the section. 


ART. 43. SHEARS IN PLATE GIRDERS. 133 


In the girder under consideration the shears under the first 
two wheels are equal at a section a little over 60 feet from the 
left support. For the live load here employed no plate girder 
has been built of so large a span as to cause wheel 3 at any 
section to give a greater shear than wheel 2. 


The load is now placed in position for the different sections 
successively, and the corresponding moments at the right 
support read off.. When these are divided by the span the 
left reactions are obtained, and from the reactions the shears 
are found by subtracting P, in the case of those sections for 
whose position P, lies between the section and the left sup- 
port. For the section at 15’ the moment at the right support 
is 7 040 thousand pound-feet. This gives a reaction of 7 040 
=| 90. = 86.0, and a shear of $8.0 — 8 = 80.0 thousand 
pounds, or 80000 pounds. For the section 0 wheel 1 is off 
the girder, and hence the ordinate below the line 4d in Fig. 
89 must be deducted from the moment at the right support. 
The shear at 0 is found to be (10225 — 705) + 80 = 119.0 
thousand pounds. The values of the shears from sections 0 
to 40’ inclusive are I19.0, 105.6, 92.6, 80.0, 68.8, 58.9, 50.1, 
41.8, and 33.9, all expressed in units of a thousand pounds. 
The form of diagram employed (Fig. 91) indicated at a glance 
that a single locomotive followed by a train produces slightly 
greater shears at sections 15’, 20’, 25’, and 30° than the load 
with two locomotives, their values being 80.4, 69.8, 59.8, and 
50.4 thousand pounds respectively. 

Usually only the maximum shears in one-half of the girder 
are required, but in order to show the variation of shear across 
the entire girder as well as the minimum values, the shear 
diagram due to dead and live load is shown in Fig. 94. The 
greatest live load shears (all positive) are laid off above the 
axis and the dead load positive shears beiow the axis, so that 
the diagram combines their values. The point of zero shear 
is at 55.6’ or at 15.6 feet from the middle of the girder. 
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The shear may therefore change sign at all points within this 
distance on each side of the middle. If the live load were 
uniformly distributed, the shear curve would be a 
parabola, with its vertex at the right end of the 
eirder. 


When the live load consists of passen- 
ger instead of consolidation locomotives 
it is possible that for some spans the 
section in which VY, = V, 
may be on the right of 
that~.where 1>-= 2710 


1 


60 70 80 


go 


5O 


which event it is necessary to find 
where V,= V,. No position for 
maximum shear then requires 


Fig. 94. 


wheel 2 to be at any section. 

If the girder is divided into panels by floor beams the 
criterion for position for maximum shear is the same as for 
trusses with parallel chords. The necessary formula was 
deduced in Part I, Art. 60, but its graphic application will be 
deferred to Art. 45. The live load shear curve would be 

, transformed into a series of steps like that in Fig. 81, and the 

‘dead load shear diagram would consist of two parts, one for 
the floor system which is concentrated at the panel points, 
and the other for the weight of the girder itself, which is 
uniformly distributed. 

Prob. 55. Take the plate girder used in the example in 


Art. 40, find where V, = V,, and the values of the maximum 


shears due to one Lehigh Valley consolidation locomotive and 
train. 
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ART. 44. SIMULTANEOUS MOMENTS. 


In designing the riveting of the flanges to the web of a 
plate girder it is necessary to have the horizontal shear 
between them or the increments of flange stress between the 
sections for which the bending moments and vertical shears 
were found. If the sections 
are a distance dr apart the 
difference of bending moments 
@M is a maximum when the 
load is so placed as to cause 
the vertical shear to be a max- 
imum, since from mechanics 
@M = Vdzr. When the dis- 
tance between the sections is 
greater than dx the difference 
of bending moments is a max- 
imum when the loads are so 
placed that the vertical shear 
is a maximum in the section Fig. 95. 
nearer the middle of the span, and this holds true for uniform 
loads until the sections are separated a distance somewhat 
less than half the span. As the sections are not taken 
farther apart than the depth, which even in short spans is 
generally less than one-eighth of the span, the exact value 
of the limiting distance referred to need not be determined. 


The following table contains the simultaneous bending 
moments in each pair of adjacent sections of the girder used 
in the preceding two Articles when the live load is so placed 
as to produce the maximum shear in the section nearer the 
middle of the girder. The moments are expressed in thousand 
pound-feet. The differences in this table are to be increased 
by the corresponding differences in the dead load bending 
moments. The moments themselves are laid off as ordinates 


136 LOCOMOTIVE WHEEL LOADS. Cuap. IV. 


in Fig. 95, those of each pair being joined by a right line. 
The upper curve gives the maximum live load bending 
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moments. Those due to dead load are laid off below the 
axis. 


Prob. 56. Find the simultaneous moments in the sections 
of the plate girder used in the example in Art. 40 (see Plate 
LIL), | 


ART. 45. SHEARS IN TRUSSES. 


In a similar manner to that explained in Arts. 43 and 42 
for a plate girder the shears and bending moments in the Pratt 
truss in Art. 41 can be found by means of a single diagram 
for the locomotive and train load, the positions which give 
the maximum stresses being first determined by means of the 
load line. 

In Part I, Art. 60, the criterion for the position of the live 
load producing the greatest vertical shear in any section of a 


truss was found to be PP” = ~W, in which W is the whole 


load on the truss, P’’ the wheel loads (one or more) on the 
panel cut by the section, and 7 the number of panels in the 
truss. Let this equation be transformed into W= mP”, 
When the truss diagram is placed on the load line the value 
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of W can at once be read off on the ordinate at the right 
support for any given position of the truss with respect to the 
loads. If wheel 2 be placed just on the right of a panel point 
W must be equal to mP,, and if just a little to the left of the 
same panel point then W must be m(P,-+ P,). The condition 
will therefore be satisfied if wheel 2 is at the panel point, and 
the value of Wis found to lie between the values mP, and 
mP, + P,), and similarly for any other wheel. 

In this example, which was also treated by the analytic 
jactnod mm Part 1, Ark.63,.7—= 7,.P,— 8 tons, P. - P= 16 
tons, and P, ++ /,+ P, = 36 tons. The following table is 
then arranged: 


No. of Wheel at Right Values of Pil Corresponding 
End of Panel. : Values of W. 
Meet ee ties, 5 csp 4 O— tO LONS: O- 56 tons 
De rea BN Sh ad EO 5S 56-112 “ 


Be ern ct vate LO2 30.0 EY2—252.: 0% 


The moment diagram of the single Pennsylvania passenger 
locomotive and train is constructed like that illustrated in 
Fig. 89, and the truss diagram (like Fig. 96) is drawn to the 
same linear scale on a sheet of tracing paper, but with the 
verticals extended as high as the moment diagram. To find 


the position for maximum shear in Cc and Cd due to this load 
shift the truss diagram on that of the load line until wheel 3 
is at d. If this is the correct position the load on the truss 
must be between 112 and 252 tons. This is found to be the 
case, its value being 154 tons. For the greatest positive 
shear in Mg (which equals the greatest negative shear in Bc). 
wheel 2 is placed at g. The load Wis then 56 tons, which 
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just meets the condition and indicates that wheel I at g 
should also be tried. In the latter case Wis 36 tons. The 
positions are all recorded in the following table. In practice 
it is preferable to obtain all the positions before reading off 
any moments from the equilibrium polygon, that is, to deal 
with only the load line at first and with the equilibrium poly- 
gon afterwards. 


= WHEEL AT Momen?T MomeEnrtT AT fag 
ANEL. | RicutT Enp AT RIGHT Ricut Enp | SHEAR. STRESS. eraser 
OF PANEL. SUPPORT. OF PANEL, 5 
ab 3 15075 188 98.3 — 128.0 abB 
bc 3 I1IO0O 188 69.9 -+- 91.0 Be 
ca 3 7730 188 45.8 — 45.8 (Gee 
+ 59.6 Cd 
de 3 4940 188 25.9 — 25.9 Dd 
ae BEE7/ De 
2 3885 44 25.5 
ef 2 1965 44 11.8 + 15.4 Tp 
SE 2 645 44 2.4 
I 390 fo) 2.8 = 30 fg 


The moments in the third column of the table may now be 
read directly from the diagram. Those in the next column 
were computed and marked on the diagram when it was con- 
structed. They are all expressed in tons-feet. Since the 
span is 140 feet and the panel length 20 feet, the shear in Cc 
and Cd is (7 730 + 140) — (188 + 20) = 45.8 tons. As it is 
not necessary to know the value of the reaction separately, 
and as usually the panel length is not such a simple number 
as the above, it is better to multiply the moments in the 
fourth column by the number of panels in the truss, subtract 
the products from the moments in the third column, and 
divide the remainder by the span. Thus the shear in Cc and 
Ca is (7730 — 7 X 188) + 140 = 45.8 tons. The stresses 
are obtained from the shears either graphically or by the aid 
of logarithms, as may be more expeditious. 
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As the method described above is the exact graphic equiva- 
lent of the analytic method given in Part I, Art. 63, the 
student should make a careful comparison between them. 
Fig. 97 is placed beside Fig. 96 as an aid in comparing the 
results obtained by the analytic and the two graphic methods. 

The criterion for position used in this Article applies to all 
trusses with horizontal chords and single systems of webbing, 
like the Howe and the Warren as well as the Pratt truss. 
When one or both of the chords are inclined, the maximum 
shear does not give the maximum web stresses, since the 
chord takes some of the shear. The method of finding the 
position of the live load for trusses with inclined chord mem- 
bers will be given in Art. 49. 


Prob. 57. The Pratt trusses of a single-track through rail- 
road bridge have seven panels, each 25 feet 8 inches long and 
32 feet deep. Find the shears and stresses in all the web 
members except the suspenders due to two Lehigh Valley 
consolidation locomotives and train (see Fig. 87 in Art. 39). 


5 


es ART. 46. FLOOR-BEAM REACTIONS. 

In order to find the maximum floor-beam reaction or stress 
in the suspender Bd due to locomotive wheel loads it is neces- 
sary to deduce additional formulas. In Fig. 96 let R, be 
the stringer reaction at a, and &, the sum of the adjacent 
stringer reactions, or the floor-beam reaction, at 6. Let Pbe 
the whole load on the two stringers of equal spans aé and dc, 
‘and g the distance of the center of gravity from c; let P’ be 
the load on ad, and g’ the distance of its center of gravity 
from 6. Since the sum of the moments of loads and reactions 
about @ is zero, 

hip ee = On Or Kp = Piz". 

Taking moments “about c¢, 
R,20+ Rp — Pe = 0. 
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Substituting and reducing, 


P. eee jem , 
Beet 


If the loads be moved a distance dx to the left both g and g’ 
will receive an increment @r, and X, an increment 


Ai — ‘a. 
i VEG oi P: a 
P 
Placing the derivative equal to zero gives 
P= 2P". 


That is, when the live load in both panels is double that in 
the panel ad the resulting value of X,is a maximum. This 
is the same condition as for finding the maximum bending 
moment at the middle of the girder whose span is ae. 


The use of the load line gives the position very quickly, and 
the moments Pg and P’g’ can be read off on the moment 
diagram. If JZ, be the moment ordinate at c, and JZ, that at 
6, the value of R may be more conveniently expressed and 
remembered as 

pee M.— ty 
P 

In the case of bridges where the two panels at the end, /, 
and #,, are not equal, the value of A, deduced in a similar 
manner is 


R PM. — (2, + 2)M, 
= CO OE aa 

PsP, 
the criterion for loading being that which produces a maxi- 
mum moment at 4 ina girder whose span is ac, ~, being the 
span of the stringer ad, and Pf, the length dc. 


In applying this condition for loading, one of the heaviest 
loads should be placed at 4 and as large a load brought on 
the two panels from a@to ¢ as possible. When wheel 3 ,0in 
the example used in the previous Article, is placed at 4 and 
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the thread is stretched to unite the intersections of the 
ordinates at @ and ¢ with the load line, it crosses the step 
representing wheel 3 and hence satisfies the condition. The 
moment at ¢ is 1 170, and that at dis 188 tons-feet, whence 
Bob = (1 170 — 2 X 188) + 20 = 39.7 tons... When wheel 4 
is at 6 the condition is also satisfied, and the corresponding 
stress found to be the same as for the other position. 


Prob. 58. Find the stresses in the suspenders in Prob. 57 
in the preceding Article. 


ART. 47. MOMENTS IN TRUSSES. 


The method used in the preceding Article in obtaining the 
maximum shears will now be employed to find the maximum 
chord stresses in the same truss and due to the same wheel 
loads. 

The condition for loading is expressed by a formula 
deduced in Part I, Art. 61, which, in slightly modified form, 
was given in Art. 42 and its application to a plate girder fully 
explained. As there stated, it applies only to the bending 
moments in vertical sections through the panel points of the 
loaded chords of trusses. The positions are recorded in the 
following table for the required sections of the left half of the 


WHEEL MomENT AT Moment ¢ 
ee eee cree of sedtan, /|* Mower. | SS |-atencee, 
Bb 3 15075 188 1966 81.9 | ab = be 
4 16850 — 1140 | 476 — 180 1948 
Cc 5 14540 1008 3146 Tot.r A= BC 
4 12610 476 3127 
Dd 8 13610 2124 3709 154.5 CD = DZ 
Ee train I4510 4605 3686 153.6 de 


truss. As for the section Ze the train is at the section the 
direction of the thread must coincide with the straight portion 
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of the load line representing the train, and hence the left end 
of the truss must be placed at the point where the line pro- 
duced meets the horizontal axis. 


For a truss having equal panels, as in this example, time 
may be saved as well as increased precision secured by not 
drawing the closing lines and reading the bending moments 
directly, but by reading the moments at the right support 
and at the given section. The latter, being at a wheel, has 
its value marked on the diagram, and is hence quickly 
obtained. The subtractive moments for the second position 
for section BS are those due to wheel I, which is off the 
bridge. 

The computation for the bending moment is very simple 
for trusses with equal panels, as it is not necessary to obtain 
the value of the reaction separately. For wheel 5 at ¢ the 
bending moment in the section Cc is 


2 
aoe 540) — I 008 = 3 146 tons-feet, 


and when divided by the depth the chord stress is 3 146 + 24 
=v Sit cons. 

Since there is no dead load shear in the middle panel, it is 
necessary to find which one of the diagonals is acting for each 
of the positions for sections Dd and Ze. The shear equals 
the left reaction of the truss minus the loads from a to d, 
minus the reaction at d of the stringer de. By producing the 
‘side of the equilibrium polygon immediately on the left of d 
when wheel 8 is at @d and reading the moment intercepted 
above this line at e the moment of the stringer reaction at d 
about ¢ as a center is obtained. Its value is found to be 380 
tons-feet. The shear is therefore 

13 610 — 7 X 380 
140 = 


80 = — 1.8 tons. 


As the diagonals can take only tension, this shear calls dE 
into action, and hence the bending moment for the sectien 
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Dd gives the chord stress in both CD and DE. For the last 
position the entire panel is covered by the train load, and 
therefore the stringer reaction at dis 15 tons. The shear is 


one OOR a} — al, Anton's, 
140 
Since this also stresses the diagonal dH, the moment for the 
section Ze gives the chord stress in de. 


The sign of the shear without its magnitude may be more 
quickly determined for each of these positions by drawing the 
closing line of the equilibrium polygon and with the aid of 
the dividers finding whether the bending moment at d@ is greater 
or less than the simultaneous moment at ¢. In the former case 
the shear is negative and in the latter positive (see Art. 9). 


If the live loading for the greatest moments¢at the sections 
Dd and Ee respectively had caused shears of opposite signs in 
the middle panel, the required stress in one of the chords. of 
that panel would not have been given by either loading. In 
such a case it becomes necessary to shift the load to some 
intermediate position for which the bending moment ordinates 
at both ends of the middle panel are equal, and the shear is 
therefore zero. The required stress may then be obtained from 
the moment at either section. In practice, however, the stresses 
in both chords of the middle panel are generally assumed to 
be equal. 

When the center of moments of a chord member is situated 
on the unloaded chord of a truss, and does not lie in the 
vertical section through a panel point of the loaded chord, 
one of the last two formulas of Part I, Art. 61, determines the 
condition of loading. An example of their application will be 
given in Art. 56. The condition in all cases applies to inclined 
as well as to horizontal chords. 


Prob. 59. Find the greatest live load stresses in the chords 
in Prob. 57 in Art. 45. 


: ee 
4) yy 
lt yA 


\) \g\ \ 
WY A 
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CHAPTER V. 
TRUSSES WITH BROKEN CHORDS. 


ART. 48. POINTS OF DIVISION IN PANELS. 


For the truss in Fig. 98 the position of the locomotive 
wheel loads, or of any other class of live load which produces 
the greatest stress in any chord member, is found by the same 
criterion as if the chords were both horizontal. The same 


Fig. 98. 


statement would be true if both chords were broken or 
curved. On the other hand, the stress in any web member 
for the position of the live load which causes the maximum 
shear in the section is not the greatest in this case, because 
the inclination of any chord member cut by the section causes 
it to take some of the shear. It will be necessary, therefore, 
to find the condition of loading which is required by trusses 
with inclined chord members. 
The section shown in Fig. 98 cuts the upper chord member 

U, the diagonal D, and the lower chord member Z. By the 
method of moments the center of moments for D is at the 
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intersection of U and Z, some distance beyond the figure on 
the left. If a single concentrated load P, be placed atc or at 
any point on the left of ¢, it will cause compression in the 
diagonal D. This is readily seen to be the case, since the 
stress in D (which is directed away from the section, and 
hence downward) holds in equilibrium the forces on the left of 
the section, and therefore their resultant. The resultant of 
/, and the reaction at @ is a downward force at the right sup- 
port 4, and hence its moment is positive. Ifa single load P, 
be placed at d or at any point on the right of d, it will then 
cause tension in the diagonal, for the stress in D holds in 
equilibrium only the upward reaction at @ whose moment is 
negative. 


When <a load P is placed between ¢ and d, the floor system 
of the bridge transfers a portion P, to the panel point ¢ of the 
truss and the remaining portion P, to the panel point d, that 
is, the load Pis replaced on the truss by its components /, 
and /,. As one of these causes compression and the other 
tension in D, there must be some position of the load P for 
which the resulting stress in D is zero. m¥ 


Let U be produced to meet the verticals at a and 4, let 
these points of intersection be joined with c and d, and the 
lines produced until they meet. Let P be placed directly 
over this latter intersection. On the right of the figure is 
shown a force polygon, in which ef is laid off by scale equal to 
P, and the rays S drawn parallel to the corresponding lines B 
as indicated by their subscripts. The lines 4,, &,, and 4, form 
an equilibrium polygon, and hence eg equals the reaction at a, 
and gi the reaction at é. Portions of the lines 4, and ZB, and 
the line cd, or &,, form another equilibrium polygon, and 
therefore ef represents P, and /# represents P,. Consequently 
Bis. By B,, and B, form an equilibrium polygon for the loads 
P., P,, and the reactions at a and 6 respectively. The line of 
action of the resultant of P, and the reaction at a must pass 


146 TRUSSES WITH BROKEN CHORDS. CHAP. V. 


through the intersection of B, and ZB, (Art. 7), which by con- 
struction coincides with the center of moments. The moment 
of the resultant is therefore zero, whence it follows that the 
stress in D is also zero. 


The position of a concentrated load P causing no stress in 
any web member can therefore be found by the following 
rule: 


Pass a section cutting the web member and a member 
of each of the chords. Produce the unloaded chord 
member to an intersection with the verticals at the 
supports. Join these points with the panel points at 
the end of the loaded chord member. The intersec- 
tion of these lines gives the required position. 


From the manner in which the above investigation was 
made it is clear that this rule applies also to a truss in which 
both chords are curved, and for webbing whose posts are not 
vertical. The rule is therefore stated in its general form and 
applies to deck as well as through bridges. 


The manner in which the section must be cut to obtain the 
stresses in the vertical posts depends upon which diagonals 
are acting in the adjacent counter-braced panels (see Part I, 
Art. 36, and Part II, Arts. 30 and 35). The position of F 
which produces no stress in the vertical on the left of D in 
Fig. 98 when both of the adjacent main diagonals are acting 
is somewhat nearer to panel point d. 


The results of this investigation also show that if the live 
load consists of panel loads, all the panel points on the right 
of Pare to be loaded for the greatest tension in D. If one 
excess load is employed it must be placed at d. For the 
greatest tension in the counter diagonal in the same panel the 
load is similarly placed at c, and the panel points on the left. 
This loading, it will be observed, does not differ from the 
eorresponding one for horizontal chords. 
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If the live load is uniformly distributed it must extend from 
the right support to the position of P for the greatest tension 
in D, and from the left support to the position of P for the 
greatest tension in the counter diagonal. When the construc- 
tion shown in Fig. 98 is applied to trusses with horizontal 
chords it gives the positions for true live load shear which 
were determined by the analytic method in Part I, Art. 56. 
The position of locomotive wheel loads which produces the 
greatest stress in D will be found in the next article. 


Prob. 60. Find the position of P for all the diagonals and 
the second, third, and fourth verticals of the bowstring truss 
Wiebio. 74, Art. 35. 


ART. 49. POSITION OF WHEEL LOADs. 


In Fig. 99 the position of P in Fig. 98 which causes a stress 
of zero in the diagonal is indicated by the vertical marked z. 
Let the stresses in the diagonal, lower chord, and upper 
chord, cut by a section through the panel cd be denoted by 


S, S,, and S, respectively, and the depths of the truss at ¢ and 
dbyh,andh,. Let the total weight of the wheels (one or 
more) on the panel cd be P””’, and the distance of its center 
of gravity from d be g’’, W being the weight of the entire 
load on the truss, and g the distance of its center of gravity 
from the right support. Let the bending moments at the 
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upper and lower extremities of D be M, and J, respectively. 
The remaining terms employed in the following discussion are 
shown in the figure. 


Let the segment of the truss on the left of the section 
cutting S,, S, and S, be considered. Resolving horizontally, 


S,cosa+ S sin @+ S,=0. 


The lever arm of S, makes the same angle a@ with the vertical 
h, as S, makes with the horizontal. Taking moments about d, 


M,-+ S,4,cosa=0, whence S, cosa= —M,+h,; 


and taking moments about the panel point at the upper end 
of D, 
MM, — S fii = 0, whence SW, &,. 


After substituting these values above, there follows, 


MN NE, : ; M, NM, 
ag op econ aot or Sst Oy ee 


The last equation is an important one, and indicates that the 
horizontal component of the stress in any web member equals 
the difference of the quotients obtained by dividing the bend- 
ing moments at the extremities of the member by the corre- 
sponding depths of the truss at those points. 


The values of the bending moments are 


Wel, 


MS 


and J7 >= ues (2 4) — pire. 


From similar triangles 


Avenel ith and Bowe er 
whence 


Lz Lz 
ha ei, aid Avs Zz: 
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Substituting these values of 17,, WZ, h,, and h,, reducing, and 
finally replacing (7, — /,) by 2’”, 


io Well Hee eae, 
oh 1,2 sin 0 . 


> 


If the load advance a distance dx, both g and g’” receive 
an increment of dx, and’ the stress S receives an increment of 

WT =—s JPME ar 

7 ak aaa a 

Z,g sin @ 
Placing the derivative equal to zero gives the condition 
which makes S a maximum, which is W/’” — P’’], =0, or, 
when put into more convenient form for use, 


WL” 
ed Suemted 
tee ‘aes 


This formula is very convenient to use graphically, and as 
it is similar in form to that for 
maximum moment (Arts. 42 and 
47) it is to be treated in like man- 
ner. Referring to Fig. 100, which 
illustrates the truss diagram 
(drawn on tracing paper) placed 
in position on the live load mo- 
ment diagram, dg represents the 


150 TRUSSES WITH BROKEN CHORDS. CHAP. V. 


total load W, 0d the distance 7,, and od the distance /’”. The 
ordinate az is therefore equal to Wt’ +7, and this must 
equal P’” if the position is correct. When the load is so 
placed that a wheel is just on the right of the panel point 
d, the load P’” is represented by dh, and if just to the 
left of it by d&; hence if z lies anywhere between / and &, or, 
in other words, if the thread stretched from o to g cuts the 
load placed at the panel point, the criterion for position is 
satisfied. A wheel must always be placed at the panel point, 
and while usually the first wheel is at the right of 0, it may 
sometimes happen that the condition is met when the first 
wheel is a little to the left of o. After the right position is 
found the moment ordinates 4f and de are read off as usual. 

Prob. 61. A double track through railroad bridge has 
trusses of the type illustrated in Fig. 100. There are 12 
panels, each 30 feet long. The depths at panel points I to 6 
inclusive “are: 29! 0") “41'O ,. AG 5 tS ee hc oe rOemenen 
60’ 0” respectively. The live load is WADDELL’S Com- 
promise Standard. Class U (Art. 39). Find the position of 
the live load which shall produce the greatest stresses in the 
main and counter ties and the posts. Six panels require 
counter bracing. Also compare these positions with what 
they would be if the truss had parallel chords. 


3 
ws 
ART. 50. RESOLUTION OF THE SHEAR. 


In Fig. 100 in the preceding article the stresses S,, S, and 
S, hold in equilibrium the external forces on the left of the 
section cutting these members. These external forces consist 
of an upward reaction at 2 and a downward force at ¢ equal 
and opposite to the left reaction of the stringer in the panel 
cd. The resultant X of these two forces is an upward force 
whose line of action is a little to the left of the support a. 
Its position may be readily determined, if desired, by drawing 
the closing line af and the chord ce of the equilibrium poly~ 
gon and producing them to their intersection. 
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Referring now to Fig. 1o1, let the resultant R be replaced 
by two forces P, and P,, the former acting downward at panel 


Fig. ror. Fig. 102. Fig. 103. 


point @ and the latter acting upward at e. The pointsd and e 
are at the extremities of the diagonal cut by the section. 
Taking moments about ¢, and remembering that the bending 
moment at ¢ is 17, 


Rr M, 


Rr,=P,p', and PR=—S=-S. 
f Pies 
Similarly taking moments about d, 
R 
RiP oe end P= iA pees 
Taking vertical components, 
Me I, 
Digi tg eee 7 
P P 


Since R is equal to the vertical shear in the section, the last 
member of the preceding equation affords a useful method of 
obtaining the vertical shear when the moments are known. 


In Fig. 102 the force triangle “ft gives the magnitude and © 
direction of a force acting in the diagonal which is in equi- 
librium with P, and S,, while the superimposed force triangle 
fek gives the magnitude and direction of a force acting in the 
same diagonal which is in equilibrium with P, and S,. The 
polygon Afgkih must therefore express the relation of equi- 
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librium between P,, P,, S,, S, and S,, or the polygon Agkih 
that between R, S,, S, and S,, Following around the trian- 
gle in the direction of the known force & as indicated by the 
arrows, and transferring these directions to the truss diagram 
in Fig. ror, S, and S are found to be in tension and S, in 
compression. It will be observed that the forces in the poly- 
gon Agki follow each other in the same order as they are found 
when passing around the segment of the truss. Fig. 103 
shows the same construction when the forces are laid off in 
the reverse order. As will be illustrated later by an example, 
it is sometimes preferable to use the one and sometimes the 
-other order. 


It is evident on inspection that the most convenient and 
economical construction of the force polygon in Fig. 102 (or 
in Fig. 103) would be to draw it directly on a large scale 
truss diagram. In Fig. 104 one such force polygon is drawn 


Fig. 104. 


in the third panel. The notation shown is well adapted to 
promote rapid construction and freedom from confusing the 
stresses. The panels are numbered from left to right and the 
corresponding numbers are placed at the panel points on their 
right.- The upper chord members are denoted by U, the 
diagonals by D, and the lower chord members by Z, the sub- 
scripts being those of the panels containing them. The ver- 
ticals V necessarily have the subscripts of the panel points. 
The forces 7, + p and , + f, equal respectively to the forces 
P,and P, in Fig. 101, are laid off as indicated, and the sides 
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of the force polygon drawn parallel respectively to the truss 
members whose names are placed by their sides. The panel 
length / in this case is equal to the horizontal projection p’ of 
the diagonal. 

In order to obtain the stress in the vertical V,, for example, 
the values of W/,+ p and M@,~+ pare found for the proper 
position of the live load (which may not be the same as for 
D,) and a force polygon drawn as in Fig. 104. This gives U, 
and PD, for that position of the load, and on constructing the 
force polygon for the upper panel point 2 the stress in V, is 
determined. The latter polygon may be drawn directly on 
the former so as to avoid redrawing the sides U,and D,. To 
avoid confusion it is omitted in the figure. 

nis method may also be applied with advantage to deter-_ 
mine the stresses in the chords when the moments have been 
found after placing the live load in its proper position. In 
this case it will be desirable to place the force polygon on the 
other side of the diagonal, the values of 7 ~ f being laid off 
upward from the jower panel points. This will give a poly- 
gon like that in Fig. 103. 

Prob. 62. Find the maximum live load stress in the counter 
tie of the fourth panel, and the minimum live load stress in 
the second vertical, of the truss in Prob. 61. 


a 
~~ 


ART. 51. EXAMPLE—MAXIMUM CHORD STRESSES. 


Let the truss in Fig. 104 and on Plate V be that of a single 
track through railroad bridge, having seven panels each 27 
feet long, and depths at the panel points 1, 2, and 3, of 29, 
35, and 38 feet respectively. Let the live load consist of 
Class U of WADDELL’s “ Compromise Standard System ”’ 
(Art. 39). The dead load will be assumed at 1 100 pounds 
per linear foot per truss, of which 300 pounds is to be applied 
on the upperchord. This makes the panel loads on the lower 
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chord 21 600 pounds and on the upper chord 8 100 pounds. 
Since the dead load stresses in all the members of the truss 
except the verticals are the same whether the dead load is all 
taken on the lower chord or divided between the chords, and 
the stresses in the verticals differ by the amount of the upper 
panel loads (Art. 28), the stresses will preferably be obtained 
for only lower panel loads of 29 700 pounds, and the maxi- 
mum and minimum stresses in the verticals afterward cor- 
srected by adding to each of them a compression of 8 100 
pounds. 

In constructing the load line and equilibrium polygon for 
the live load it was found convenient to use the weights on 
one rail only, and to adopt scales of 8 feet, 20 thousand 
pounds, and 2 000 thousand pound-feet per inch respectively. 
Profile paper, Plate A, was used and required a small splice at 
the upper right corner in order to extend the curves as far as 
necessary. In reading the scales the tenths of the small 
divisions of the profile paper were estimated by eye. When 
this diagram is used for a double track bridge the stresses 
obtained are expressed in tons instead of in units of one 
thousand pounds. 

The dead load stress diagram ‘for panel loads of 29.7 thou- 
sand pounds is shown in Fig. 2 on Plate V, and the stresses 
are marked on the diagram. The character of the web stresses 
is also indicated as referred to the small truss diagram. The 
computation of the bending moments at the panel points may 
be arranged as follows, when the panels are all equal: The 
product of the panel load and panel length is 29.7 X 27 = 
801.9. The half products of the number of panels in each 
segment into which the panel points respectively divide the 
truss are 4(1 < 6)= 3, d(2 K 5) = 5, 4(3°X 4) = 63 "and the 
bending moments are 


M,=3 X 801.9=2 406, M,=5 X 801.9 =4 O10, 
M,=6 X 801.9 = 4811 thousand pound-feet. 
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Since = 27 feet, the corresponding values of M -- p are: 


1 M, om 
= =O. 1, <s = 148.5, ey = 178.2 thousand pounds. 


The following table shows the position of the live load 
obtained by means of the load line. The moments in the 
third column were read from the moment diagram, and those 
in the fourth column were copied from the same diagram, 
while the quantities in the fifth and sixth columns were com- 
puted from those in preceding columns. The moments are 
expressed in units of one thousand pound-feet. 


CENTER WHEEL Moment Moment BENDING M 
OF AT AT RIGHT AT Moment aan REMARKS, 
Moments. | Section. | Support. SECTION, (1). 2 
I 4 40 980 480 5 374 199.2 
2 8 39 400 2 622 8 635 319.8 
3 I2 39 O10 6 331 10 388 384.7 D, acts 
4 14 32 520 8 291 IO 292 381.2 D,’ acts 
15 35 540 10 099 IO 210 378.1 Dy, acts 


It is necessary to know which diagonal acts in the middle 
panel for the last three positions in order to determine which 
moments give the stresses in the chords of that panel. As 
explained in Art. 47, the vertical shears are found as follows: 


(39 010 — 7 X 1.470) + 189 — 166 = — 14.1; 
(32520 —7 X~ 830) + 189— 136=> +4 5.25" 
(3 554— 7 X 1240) + 189 — 146 = — 3.9. 


These results enable the remarks to be inserted in the last 
column of the table. 
- The values of M -~ p are now laid off on the truss diagram 
in Fig. c on Plate V, as there indicated, and the force polygons 
completed as explained in the preceding article. The scales 
of the original drawing of Fig. ¢ were 6 feet and 80 thousand 
pounds per inch respectively. The values of the stresses are 
marked on the polygons. The special attention of the 


156 TRUSSES WITH BROKEN CHORDS. CHAP. V. 


student is called to the fact that since U, has its center of 
moments at the lower panel point 3 the side of the polygon 
ad parallel to U, must be drawn through d, the extremity of 
M, ~ p aid off on the vertical ordinate passing through the 
center of moments. Similarly, as Z, has its center of moments 
at the upper panel point 2, the side dc must be drawn parallel 
to L, through c’, which lies on the vertical through its center 
of moments. Strict’attention to this statement is especially 
required when the upper panel points are not directly above 
the lower ones, in which case the panel points should be 
numbered in regular order from left to right, no matter on 
which chord they lie. The chords should then have the same 
subscripts as their centers of moments. 


The side ad of the polygon adcd is not the stress in the 
diagonal D,, because the moments at 2 and 3 used in its con- 
struction are not simultaneous. 


If it be desired to find by this method whether D, or D,’ 
acts when the moment is a maximum at panel point 3, it can 
be done by finding the simultaneous value of 7, +p. It is 
found to be 370.7. If D, be assumed to act, the side Z, will 
lie below U,. It is shown as a broken line. By referring 
again to Fig. 101 the direction around the polygon is toward 
the right of Z,, upward on J,, and toward the left on U,. 
Upward on J, means also toward the right, or away from the 
section, and therefore tension, which proves the assumption 
to be correct. Again, since (AZ, + p) — (7, + p) = R, which 
equals the vertical shear’in the section indicated in Fig. ror, 
‘the vertical shear in the middle panel is 370.7 — 384.7 = — 
14.0, the difference of 0.1 from the value given above being 
mainly due to the neglect of decimals. Usually the value of 
the vertical shear is not desired, but simply its sign, in which 
case it may be known as soon as it is seen whether J, is 
greater or less than JZ, (see also Art. 9). 


As the end post receives its maximum stress under the 
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same position of the live load as Z,, its stress may be found 
in connection with the chords. 
as an upper chord member, the polygon of forces becoming a 
straight line, as shown on the drawing (Fig. c, Plate V). 


Indeed, it may be regarded 


The following table gives the maximum stresses in the end 
post and the chords due to the dead and live loads only, 


expressed in units of one thousand pounds. 


stresses equal the dead load stresses, 


The minimum 


iy oa UV, Uy af GPs alee See a Zi 
Dead load...| — 121.7} — 117.2} — 127.2] — 126.4/-+ 83.0] + 114.4] + 126.4 
Live load... | — 271.0] — 252.2 275.3) — 273.5|-+.185.4| + 247.0) 4- 268.8 
Maximum...| — 392.7) — 369.4] — 402.5] — 399.9] + 268.4] + 361.4) + 395.2 


Prob. 63. A truss of the same type as that in the example 
given in this article has nine panels, each 24 feet 9 inches 


long. 


270d, 35-0 Al O ,.and.42.9 respectively. 
is I 200 pounds per linear foot, of which three-eighths is to be 


applied at the upper chord. 


‘Thevdepths at its panel’ points 1, 2,3, ‘and. 4-are 


The dead load 


The live load is WADDELL’S 


Class U. Find the maximum and minimum stresses in the 
chords and end post due to these loads. 


| 19 
by}) 


ART. 52. EXAMPLE—-MAXIMUM STRESSES IN DIAGONALS. 


The first step in finding the live load web stresses is to find 
the point of division in each panel where a concentrated load 
will produce no stress in, the diagonal (see Art. 48). In prac- 
tice only that portion of each triangle 32,4,4, lying below 
cdin Fig. 98 need be drawn after the vertices on the ordi- 
nates at a and J are marked off. These points are shown in 
Fig. don Plate V._ In case more than one point is shown in 
any panel the left hand one belongs to the diagonal. The 
data in the following table are obtained in the same manner as 
for the chords after the positions are determined. That relat- 
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Benp1nG | BENDING t 
WHEEL AT Moment | Moment | Moment 
Ricur | Moment |] avr RiGut| (17) at (M7) at M 
PANEL, Enp AT RicuT ND Lerr RiGHT Lert —. | Ricut —. 
OF Support. OF Enp or | Enp oF 2 
PANEL PANEL. | PANEL. PANEL. 
o—I 4 40 980 480 fo) 5374 Le) 199.2 
I—2 3 28 830 | + 230 4117 8004 Peele a5 296.4 
2-3 o Ig 840 230 5669 8273 210.0 300.4 
3—4 3 12 280 230 5263 6787 194.9 251.4 
4—5 3 6 331 230 3618 4292 134.0 159.0 
2 5 501 80 3143 3849 116.4 142.5 
5—6 3 2510 230 1793 1921 66.4 yep! 
z I 960 80 1400 1600 51.8° f 59.3 


ing to the first panel is inserted here, although it was alsc 
included in the table in the preceding article, the end post 
being treated as a chord member. The moments are expressed 
in units of one thousand pound-feet. The panels are indi- 
cated by the panel points in this table as a guide to the sub- 
scripts which properly belong to the corresponding values 
of M@. The moments at the right support for the panel 4—5 
are given with greater precision than the rest because it hap- 
pened that these had been computed and marked on the 
diagram. 

Attention is again called to the fact that the vertical shear 
in any panel may be found by taking the difference between 
the corresponding quantities in the last two columns. 


In testing for position in panel 5-6 it was noticed that the 
thread just touched the edge of the step when wheel 3 was 
placed at panel point 6. When wheel 3 is placed at panel 
point 5, wheel 1 is alittle on the left of the point of division, 
but the condition of loading is satisfied. If the chords were 
both horizontal the positions would be 4, 4, 3, 3, 2 and 2 in 
the successive panels, no panel having two positions of the 
live load. 

The values of JJ +p are next laid off on the verticals 
through the panel points in Fig. @ of Plate V. The values 
belonging to each panel are marked inside of the panel to 
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guard against confusion. This danger is not great, however, 
as it will be noticed that at each vertical the ordinate referring 
to the panel on the right is considerably less than that for the 
panel on the left. After completing the force polygons the 
stresses in the diagonals are scaled off and marked on the 
diagram. As the portion of the truss on the left of the sec- 
tion through any diagonal is considered, and the lower chord 
is always in tension, the direction of passing around the poly- 
gon is toward the right on Z and toward the left on U, and 
therefore if the direction along D is toward the right it indi- 
cates tension. This is seen to be the case for all but one of 
the polygons shown on the plate. 


In the fifth panel two polygons are drawn, the left one for 
wheel 3 at panel point 5, and the right one for wheel 2 at 5. 
The latter is placed on the other side of the diagonal to avoid 
interference. This position is not convenient for diagonals, 
as will be shown in the next article. In the sixth panel both 
polygons refer to the position of wheel 2 at panel point 6, the 
left hand one being drawn in order to show the influence on 
the construction by changing diagonals. The stress in D, 
when P, is at 6 is — 21.8. 


3 
The maximum and minimum stresses expressed in units of 
one thousand pounds are given in the following table, the end 
post being omitted, as its stresses were given in the preceding 


article. 

| DIAGONALS. Dz, Ds Dy=D,') | Ds(= Ds’) 
Heal AC rs osetia siviclacsiv cietew ese + 46. + 19.6 — 20.7 
Live load from the right....... +127.5 + 91.0} + 69.6 + 47.1 
Live lead from the left... — 22.2 

WEES Syne lena yaa meee remeners “+173. +110.6 + 69.6 + 26.4 
UO tey ia bing dees ops anu cab Lo the Og De + 24. fo) fo) fo) 


Prob. 64. Find the maximum and minimum stresses in the 


diagonals in Prob. 63 in Art. 51. 


160 TRUSSES WITH BROKEN CHORDS. CHAP. V: 


ART. 53. EXAMPLE—MAXIMUM STRESSES IN VERTICALS. 


The position for the maximum stress in V, is either wheel 
4, wheel 12, or wheel 13 at panel point 1 (Art. 46). When 
wheel 13 is at 1, the same wheels of the second locomotive 
are placed on the first two panels and in the same position as 
those of the first locomotive when wheel 4 is at panel point 1, 
together with one additional wheel; hence it is not necessary 
to find the stress due to the latter position. 
stress occurs when wheel 13 is at I, and equals 


The greatest 


[3 730 — (2 X 780)] + 27 = 80.4 thousand pounds tension. 


If it is desired to employ a similar method for V, as that 
described in the preceding article, let the first two panels be 
regarded as a truss, and the load placed in proper position for 
maximum moment at panel point 1. The bending moments 
are then J7,. = 0, 17, = 3(3-730) — 780 10855 and 7, = 20. 
M.-- p= 1085 + 27,.=-40.2. The vertical shear in each 
panel (disregarding signs) is therefore 40.2, and the floor beam 
reaction, or the stress in V,, equals their sum, or 40.2 + 40.2 
= 80.4 thousand pounds. 

The respective points of division in the third, fourth, and 
fifth panels, where a concentrated load produces no stress in 
the vertical at the left of the panel, are the right hand ones 
shown in Fig. d of Plate V. The position and other necessary 
data given in the following table are found in exactly the 
same way as for the diagonals. 


WHEELAT Moment | Benpinc | BrRNDING 
RiGutT Moment AT MomMENT Moment M M 
PANEL. Enpb AT RiGHT| RiGuT (M7) ar (A7) at Lert —. RIGHT —. 
oF Suppor’, | Env or |Lerr Enp| Ricur Enp Zi 2 
PANEL PANEL. |OF PANEL.| OF PANEL. 
2—3 2 18 340 80 5 240 7 780 194.1 288.1 
3—4 2 II 050 80 4 736 6 234 175.4 230.9 
4—5 2 5 501 80 3143 3 84c 116.4 142.5 
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If the greatest live load stress in V, were due to the same 
~ position of the load as for D,, it would only remain to draw 
(on the diagram in the third panel of the truss in Fig. d of 
Plate V) the line marked JU, parallel to that member of the 
truss in order to complete the force polygon for the upper 
panel point 2. The magnitude and character of the simul- 
taneous stress in VY, is marked on the diagram. If a force 
polygon like that-one be drawn for the values of JJ = p in the 
first line of the above table, the stress in V, is found to be 
— 61.2 thousand pounds. The construction is omitted on 
the plate to avoid confusion, as it would partly cover the dia- 
gram already drawn. In the same way the greatest live load 
compression in V, is obtained. Its value is — 41.5. As the 
stress in V, (— 26.2) is less than that in VY,, and since V, and 
VY, are symmetrically located in the truss, the compression to 


4 


be used for V, is the same as for V, and will occur when the 


live load comes on the bridge from the left. 


A reference to the lower force polygon in panel 5 of the 
same figure will now explain why it is not desirable to place 
all the force polygons for the web members on the right of 
the diagonals. It is seen that the side of the polygon giving 
the stress in V, lies on the vertical V,, which is not a con- 
venient arrangement. In the next panel’ the polygon is 
placed on the right of D, so as to preserve uniformity in lay- 
ing off the values of 17 + p downward, and as no construction 
is needed for the stress in the vertical adjacent to that panel. 
The compression in the verticals is usually not required on 


the right of the middle of the truss. 


VERTICALS, Vy Vy Vs 
ID Yseecol Keres | erecta Oor RD sarc Cte Oar CRCOIC ATS ..| + 29.7 — gi + 14.0 
HG Se CVA Cligpaistee ore ere truet ade st ecalldn ta ve,e-tinle, ve 0-9! 2:0 + 80.4 — 61.2 = 76 
Correction for division of dead panel loads.| — 8.1 — 81 — 8.1 
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The maximum stresses are given in the preceding table, the 
correction being applied on account of having taken the dead 
panel loads, as explained in Art. 51. The stresses are 
expressed in units of one thousand pounds. 


Prob. 65. Find the maximum stresses in the verticals in 
Prob. O3/in Ark 5a: 


ART. 54. EXAMPLE—MINIMUM STRESSES IN VERTICALS. 


In Arts. 30 and 35, as well as in other places, attention 
has been called to the fact that the stresses in the verticals of 
a truss with counter-braced panels depend upon the diagonals 
which are acting simultaneously in the adjacent panels. The 
influence of the diagonals not only affects the magnitude and 
character of the stress for any given position of the live load, 
but also the rate of change in the stress as the live load passes 
across the bridge. In order to determine what position of the 
live load will produce the minimum stresses in the verticals of 
the truss employed in the three preceding articles, let the 


Fig. 105. 


somplete cycle of changes in the stress in V, (Fig. 105) be 
craced as the locomotives and train pass across the bridge from 
right to left. 


When wheel 1 is at the right support the stress in V, is 
simply that due to the dead load. As the live load advances 
the combined dead and live load stress in V, gradually dimin- 
ishes at an increasing rate, until a position is reached when 
the stresses in both diagonals D, and D, are zero. Mean- 
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while the stress in the vertical has passed through zero from 
compression into tension. The tension increases at a reduced 
uniform rate until the stresses in D, and D,’ are both zero. If 
this is not possible, then the tension increases until D, becomes 
aminimum. As the load advances the tension in V, at first 
diminishes and afterwards increases until the stresses in D, and 
D,, again become zero (if possible). During this interval the 
stress in V, has passed through zero twice, so that it is again 
tension, but larger in magnitude than before. The rate of 
change at the beginning and end of the period are also more 
rapid than in either the preceding or the succeeding one. 
The tension now increases at a reduced uniform rate until the 
stresses in both D, and D,’ are again zero. As the load 
advances until it covers the entire bridge, the stress in V, 
diminishes and passes through zero the fourth time and into 
compression. ‘The rate of decrease was itself a decreasing 
one being greater at the beginning of this period, and nearly 
if not quite zero at the end. It will now be very slightly 
reduced until the head of the train arrives at the left support, 
when it will remain constant until the rear of the train begins 
to pass over the bridge. As the train continues to pass off 
the bridge the compression in V7, increases at a variable rate 
until it reaches the maximum value, and then gradually di- 
minishes again to the value of the dead load stress. The abso- 
lute maximum compression in V, was not reached in this 
passage of the live load, but will occur when it crosses the 
bridge from left to right. 

During this cycle there were several periods during which 
the diagonals whose upper extremities are at panel point 5 
were not acting, and when the stress in V, was therefore to 
be obtained by drawing the force polygon for that upper panel 
point. It is evident then that the tension in V, is the greatest 
when the compression in U, and JU, is the largest possible 
without calling D, into action. As the maximum stresses in 
U,and U, occur when the entire bridge is covered with the 
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live load, the required position may be obtained from this one 
by moving the train backwards until the main diagonal in the 
panel which is adjacent to the vertical, and on the side toward 
the middle of the bridge, shall just cease to act. For deck 
bridges this statement would, of course, need modification. 
In the present example D,’ does not act under any position 
of the live load, but the statement in the preceding paragraph 
was so framed as to apply also to V, by making the corre- 
sponding changes in the subscripts of D and D’. 


The required position for the greatest tension in V,, or its 
minimum stress, was found by trial to be that when wheel 1 
is 3 feet to the left of panel point 4. The moment at the 
right support is 9860, and those at panel points 4 and 5 are 
30 and 1460 thousand pound-feet respectively. The live load 
bending moments at these points are therefore 5604, and 
5583. Adding those due to dead load (Art. 51), MZ,= 
10 415, and 7, = 9593. When divided by the. panel length 
of 27 feet, the quotients are 385.7 and 355.3 thousand pounds. 
When these are laid off on Fig. c, Plate V, the resulting force 
polygon is reduced to two straight lines, indicating that there 
is no stress in D,. The corresponding polygon for D,’ is 
drawn in broken lines. On drawing a parallel to U,, as 
shown, and thus completing the force polygon for the upper 
panel point 5, the stress in V, may be measured by scale. 
The direction of passing around the polygon is evident, since 
U,and U, are both known to be in compression. The com- 
bined stress is + 30.5 thousand pounds. If JZ, is divided by 
38 feet and J/, by 35 feet, the quotients are both 274.1 
thousand pounds, which being the horizontal component of 
U, and U, shows also that there is no stress in the diagonals 
and checks the graphic construction. 


After some experience this position can be found with but 
few trials, and will not require much time if all the operations 
are performed by graphics. In Fig. 106 let the depths of 
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the truss at panel points 4 and 5 (38 and 35 feet respectively) 
be laid off on one side of an angle, and some convenient 
number, as 50, on the other side to the same scale. Joina 
and 6 with f. With the same scale which was used in draw- 
ing the equilibrium polygon for 
the wheel loads, lay off the bend- 
ing moments J7, and J, due to 
dead load. Now assume a posi- 
tion of the live load, draw the 
closing line of the equilibrium 
polygon, and with the dividers 
transfer the bending moments due to the live load and lay 
them off above the others. If the position is correct, the 
lines ce and de, parallel respectively to af and 0/, will intersect 
each other on the line of. If the head of the locomotive is 
too far to the left, they will intersect below the line. If o¢ 
be measured by the scale of moments and divided by 50 
feet (assumed as above), the quotient will be the horizontal 
component of the stresses in U, and U,. 


If portions of two trains cover certain panels at each end 
of the bridge, a stress will be caused in V, which is a little 
larger than the value given above, and which can be found as 
follows: Let the required positions of two trains approaching 
each other be that illustrated in Fig. 107. The diagonals in 


Fig. 107. 


the fifth panel are omitted, since there must be no stress in 
the diagonals of that panel for a maximum tension in V,, as 
proved in the preceding portion of this article. Let P be the 
resultant of the loads transferred to the truss at panel points 


5 and 6 by the floor system, together with the dead panel 
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loads at those points, and g its distance from the right sup- 
port. Letc be the intersection of the chord members U, and 
L,, and d the intersection of U, and Z,. If asection be passed 
through U, and L,, the stresses in those members hold in 
equilibrium the forces P, and the reaction 4, and therefore 
their resultant. The resultant of the stresses in U, and L 
passes through c; and therefore the resultant R of P. and B 
must be equal and opposite to it, and applied at the same 
point. The value of & is readily found by taking moments 


about 7, whence R= Pig +7. 


If a section be now passed cutting U,, V,, and Z, the 
stresses in these members hold in equilibrium the same forces 
P, and # as the stresses in U, and L,, since the dead load at 
the upper panel point 5 is zero in this case. Substituting R 
for P, and &, denoting the stress in VY, by S, and taking 
moments about d, there results — Rr’ + Sk = 0, whence 
Sai Kkr 2 k= Pogr kr. But #7, abd 7 are constanc, 
therefore the position of the live load to give the tension in 
V, must be such as to render P,g a maximum. This shows 
that the stress in V, is independent of the distribution of the 


train load on the left, and it may therefore consist of the rear 
portion of a preceding train. 


Referring now to Fig. 108, which shows the truss diagram 
~ in position on the load line and moment diagram, the ordinate 
bf is the moment at the right support of the truss due to the 
locomotives of the right-hand train. If the chord 42 be pro- 
duced to e, de will represent the moment of the live panel load 
at 4 about 6 as a center. The ordinate ef will therefore 
represent P, g, less the moment due to the dead panel loads at 
5 and 6. As this last moment is constant, ef must be made 
a maximum. It is also evident that heavy loads should be 
placed at 5, and usually the head of the locomotive will not 
pass beyond the panel. The possible positions are therefore 
quite limited, and on applying the test it is found that when 
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wheel 3 is at panel point 5, ef = 6330 — (3 x 230)-=="4OA0; 
In this equation 6330 equals Jf as read from the diagram, 
and 230 equals the ordinate 52. Similarly, for wheel 4 at 5, 


Fig. 10g. 


ef = 7260 — 3(480) = 5820, and for wheel 5 at 5, ef = 8290 
— (3 X 830) = 5800. In the required position, therefore, 
wheel 4 must be placed at panel point 5. 

Assuming that the train on the left is also in its right posi- 
tion, the closing line of the equilibrium polygon is Z/, while 
if that train is off the bridge the closing line is af. The 
equilibrium polygon for the truss is shown in Fig. 109, the 
ordinates at the panel points being the same as in Fig. 108, 
and all the sides straight lines. By adding the moments due 
to dead load below those which are due to live load the 
polygon becomes immnofh. By Art. 7 the intersection of the 
sides zo and hf produced (Fig. 109) is on the line of action of 
the resultant RX of the forces on the right of the section, and 
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therefore this intersection lies in the same vertical as the 
intersection of U,and Z,. The position of RK was shown in 
Fig. 107. Let the intercept dg at the right support, between 
the chords U, and LZ, produced (Fig. 108), be denoted by 2’ 
and that in the same vertical between zo and 4/ produced 
(Fig. 109) by y’, the depths of the truss at 4 and 5 by %, and 
h,. There follows, JZ,': 4, = M,/:h, = 7’: 2, whence 


If the stress in U, be denoted by S’, and the angle between 
U, and a horizontal by a, and the length of U, by 4, p being 
the panel length, 


Substituting, 


~ g'cosa pz cosa 2° p° 


An inspection of Fig. 109 shows that in order to determine 
y’ it is not necessary to know J,’ and J,’, and therefore not 
necessary to consider either the weight or the position of the 
train on the left. When that train is not on the bridge the 
closing line is af, and therefore the corresponding bending 
moments MW, and M, will also determine y’. Remembering 
that the moment 0/ (Fig. 108) for wheel 4 at panel point 5 
was found to be 7260, that the moment 52 is 480, and that 
the bending moments at 4 and 5 for dead load are 4811 and 
4010 thousand pound-feet respectively, 


M,= 4 X 7260 + 4811 = 8960, 
and 
M, 


5 xX 7260 — 480 + 4o1INn = 8716. 
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As M,and M, are respectively 3 and 2 panel lengths from the 
right support, 


y _ (3 X 8716) — (2 X_ 8960) 
B 27 


The stress in U, can now be found by graphics in the fol- 
lowing manner: On Fig. c of Plate V draw the line 7g’ parallel 
to U, intersecting the vertical V, at g’; join g’ with the upper 
panel point 4; lay off y’ + p = 304.7 on V, as indicated, and 
draw 7 parallelto g4. The line 75 represents the stress in U,. 
The force polygon for the upper panel point 5 can next be 
obtained by drawing 7# parallel to U,. On measuring 5% by 
scale the stress in V, is found to be + 31.5 thousand pounds. 


= 304.7 thousand pounds. 


This result may be checked as follows: Let a stress diagram 
be drawn giving the stress in D,’ (Fig. 105) when the reaction 
at the right support is 1.0. It is found to be 1.017. By the 
method described in the preceding article, let the stress in 
D, be found for the above values of 4/7, and J/,. Its value is 
+ 22.8. To reduce this stress to zero the reaction at 0 (Fig. 
108) must be increased 22.8 + 1.017 = 22.4 thousand pounds. 
This requires a moment at the left support @ of 22.4 X 189 
= 4234 thousand pound-feet. If this is to be produced bya 
train approaching from the left, its wheel I must be about 
half a foot on the left of panel point 2, as shown in Fig. 108. 
If, however, it be produced by the rear end of a preceding 
train, the train must cover a distance of 65 feet from the left 
support. The bending moment M7,’ = 8960 + 3/7 X 4234 
— 10775, and WM, = 8716+ 2/7 X 4234 = 9926. If these 
values are respectively divided by the depths “, = 38 and 
h, = 35 feet, each quotient gives the same horizontal compo- 
nent of 283.6 thousand pounds for U, and U,. See Fig. ¢, 
Plate-V. 

The greatest stress in D,’ was produced by wheel 3, being 
placed at 5. The construction for this position is also given 
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on the Plate, the resulting stress in V, being + 30.8 thousand 
pounds. 

The stresses in the diagonals in the center panel become 
zero the second time when the live load covers the entire 
bridge, and therefore the greatest tension in V, or in V, occurs 
when U, has its maximum stress. By laying off WZ,+jp= 
178.2, which is due to dead load, above d, and constructing 
the triangle fee the stress in V, is found to be + 44.3 thou- 
sand pounds. If it were attempted to apply the method out- 
lined above, y’ + ~ would be 609.8, which would give a stress 
in U, greater than that under full load, which is not possible; 
and if the position of the train approaching from the left, which 
reduces the stress in D, and D,’ to zero, were determined, it 
would be found to conflict with that of the other train. The’ 
maximum tension occurs under full load only for the vertical 
adjacent to a center panel, or for the middle vertical of a 
truss with an even number of panels. 

The minimum stress in V, occurs under dead load only. | 
The accompanying table gives the final minimum stresses 
after applying the correction on account of dividing the dead 
panel loads. 


VERTICALS. Vy) nie | Vo = 
lpankob eres ehonk an Ay roteon hic acioodet aot « + 29.7 + 31.5 + 44.3 
Correction for division of dead panel loads.| — 8.1 — 81 — 8.1 
Minimum stress.-....... SF hone: oa + 21.6 + 23.4 + 36.2 


If the number of panels in the truss were 9 or more, the 
second vertical from the right support would be adjacent to 
two panels requiring no counter bracing. In such cases the 
minimum stress in the vertical is obtained in exactly the same 
way as the maximum, except that the load covers only the 
smaller segment of the span. 


It is apparent that to secure precise results the methods 
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outlined in the example of the four preceding articles, and 
illustrated on Plate V, must be drawn to a large scale. 
Results which shall answer all the purposes of design may, 
however, be readily secured with reasonable care on drawings 
which are not unwieldy in size. 


Prob. 66. Find the minimum stresses in the verticals in 
Ecop. 163 -in.: Arts:5.1: 


ART. 55. STRESSES DUE TO WIND. 


The method of finding the stresses in the upper lateral 
system of a bridge whose trusses have broken upper chords is 
exactly the same as for horizontal chords after the panel loads 
due to the pressure of the wind on the trusses are computed. 


In order to illustrate the method of obtaining the stresses 
' in the trusses due to the wind, let the same bridge be em- 
ployed whose dimensions were given in Art. 51, the distance 
between the centers of trusses being 16 feet. It is usually 
specified that for bridges of this span the upper lateral system 
shall be designed for a stationary wind force of 150 pounds 
per linear foot. For this example the wind load per panel is 
therefore 150 X 27 = 4050 pounds. 

Now let the middle three panels of the upper lateral system 
be considered as separated from the end panels and supported 


Fig. 110, 


at C and F of the windward truss (see Fig. 110), and the 
corresponding points C’ and /’ of the leeward truss. 


The panel loads at D and & tend to overturn this portion 
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of the upper lateral system, the overturning moment for each 
half being 4050(38 — 35) = 12150 pound-feet. This must 
equal the moment of the equal and opposite vertical reactions 
at C and C’ or at / and F’, depending upon which half is 
considered. The lever arm of the couple formed by these 
reactions is 16 feet, the distance between the centers of 
trusses. Each reaction equals 12 150 + 16 = 760 pounds, 
those on the windward side being downward, and on the 
leeward side upward. The same vertical reactions would be 
caused by vertical loads of 760 pounds acting downward at 
D’ and E’ and upward at D and &. In addition to the 
vertical reactions referred to above there are also horizontal 
reactions of 4050 pounds at C and /#. Hence the same 
stresses will be produced in the vertical trusses if the horizon- 
tal panel loads of 4050 pounds at DY and £ are replaced by 
vertical loads of 760 pounds, acting upward at D and &, and 
downward at D’ and £’, together with horizontal wind panel 
loads of 4050 pounds applied at C and F respectively. 


Next consider the entire upper lateral system, with the 
changes made as just indicated and supported at the points 
B, G, G’, and B’. Horizontal wind loads of 4050 + 4050 = 
8100 pounds are acting at C and #, and these produce an 
overturning moment in each half of the system of 8100(35 — 
29) = 48 600 pound-feet. These loads may therefore be 
replaced by vertical loads of 48 600 + 16 = 3040 pounds, act- 
ing upward at B and G and downward at B’ and G’, together 
with horizontal wind loads of 8100 pounds at B and G 
respectively. 

The end posts and portal bracing connect the upper lateral 
system to the supports of the bridge, and may be regarded as 
apart of it. The horizontal wind loads of 8100 + 4050 = 
12150 pounds acting at B and G cause an overturning 
moment for each half of the bridge of 12 150 X 29 = 352 350 
pound-feet, and may therefore be replaced by vertical loads 
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of 352 350 + 16 = 22 020 pounds, acting upward at B and G 
and downward at JB’ and G’, together with horizontal wind 
forces of 12 150 pounds applied at the support of each end of 
the bridge. It is generally assumed that the feet of the end 
posts react equally. 


The above analysis shows that the upper lateral system 
transfers the horizontal wind loads directly to the supports, 
and that the stresses in the leeward truss due to the overturn- 
ing moment of the wind pressure which is applied at the panel 
points of the same system may be obtained by applying 
vertical loads of 22 020 pounds at B’ and G’, 3040 pounds at 
C’ and /’, and 760 pounds at D’ and Z’ respectively. Since 
the resulting stresses always act in conjunction with and are 
less than the dead load stresses, their values in the windward 
truss are the same as those in the leeward truss with the signs 
changed. Practically, the wind transfers a part of the dead 
load from the windward to the leeward truss. 


If the upper chord were horizontal the stresses in the truss 
would be obtained by applying vertical loads only at 4’ and 
G’ (or at B and G) equal to 3 X 4050 X 29 + 16 = 22 020 
pounds. For the sake of simplicity the analysis in this 
article was made with the implied assumption that the speci- 
fied wind pressure for the upper lateral system was concen- 
trated at the windward panel points, and that the diagonals 
take only tension. The wind pressure should, however, be 
equally divided between the windward and leeward panel 
points, but the computed vertical panel loads will not be 
modified by it nor by the fact that the upper lateral system 
may be designed with stiff diagonals. 


If the lower chord be some distance above the level of the 
bridge supports the wind loads of the lower lateral system 
will likewise produce an overturning moment. The wind 
pressure on the train also tends to overturn the bridge about 
an axis through its leeward supports. In obtaining the trans- 
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fer of load from the windward to the leeward supports of the 
bridge the lever arm of the wind pressure equals the difference 
in elevation between the center of pressure on the train and 
the axis of rotation. The elevation of the center of pressure 
is variously specified to be from 74 to 8% feet above the base 
of the rail. The vertical panel loads which may replace the 
wind pressure on the train in finding the stresses in the 
trusses must be applied at the panel points of the loaded 
chord and regarded as a moving load. Each of these panel 
loads equals the product of the wind pressure on one panel 
length of the train by the distance of the center of pressure 
above the plane of the lateral eveecm divided by the distance 
between the trusses. 

The stresses in the trusses, the floor, and lateral systems of 
a bridge due to the curvature of the track are treated in a 
paper by WARD BALDWIN in Transactions of the American 
Society of Civil Engineers, Vol. XXV, page 459, Nov. 1891, 
entitled ‘‘ Stresses in Railway Bridges on Curves.’ The 
paper contains a practical example in which the stresses are 
computed. 


Prob. 67. Find the stresses in the truss in Fig. 110 due to 
the wind panel loads as computed in this article. The left end 
of the truss is toward the north. 
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CHAPTER RVI: 
MISCELLANEOUS TRUSSES. 


ART. 56. THE PEGRAM TRUSS. 


The Pegram truss has a curved or broken upper chord, and 
posts whose angles with the vertical increase from the middle ~ 
of the truss to its ends. The horizontal projection of the 
upper chord is about one and one-half panel lengths shorter 
than the lower chord, but both chords are divided into the 
same number of panels. The panel points of the upper 
chord lie upon the arc of a circle. The form, proportion, 
and relative economy of this type of truss is discussed by the 
inventor in Engineering News, Vol. XVIII, pages 414 and 
432, December 10 and 17, 1887. 

Fig. 111 shows th~ skeleton diagram of a Pegram truss of 
seven panels. On account of the inclined posts the notation 
is necessarily modified from that used in Chap. V. The 


Fig. 111. 


panel points are numbered in regular order from left to right. 
The subscript for any chord member is the number of the 
panel point which is the center of moments. The subscript 
for any post or tie is the panel point at the right extremity of 
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the member. The middle panel of the lower chord will be 
designated by L, or LZ,, according as its center of moments for 
a given position of the load is at 7 or 8. In order to distin- 
guish the middle panel of the upper chord from the adjacent 
members which have their centers of moment at the points 6 
or 9, the designating letters are primed. 


When the center of moments for any chord member of a 
truss is not in the same vertical as a floor beam, the method 
of determining the position of the locomotive wheel loads and 
the corresponding maximum moment described in Art. 47 
does not apply. In Part I, Art. 61, the required criterion 
for position, 


SG eles 


was deduced, in which Q is the load in the panel cut by the 
vertical through the center of moments, P’ the load on the 
left of this panel, W the whole load on the truss, g the hori- 
zontal distance from the center of moments to the left end of 
the panel containing Q, / the panel length, 7’ the distance of 
the center of moments from the left support, and 7 the span 
of the truss. 


In order to satisfy this criterion a wheel has in most cases 
to be placed at the left end of the panel containing the aggre- 
gate load Q, although it will often be satisfied when a wheel 
is placed at the right end of this panel. 


Fig. 112 shows the left end of a Pegram truss in position 
on the load line and moment diagram of the wheel loads for 
the maximum moment at the panel point 3. The line au 
produced passes through the point where the vertical at the 
right support cuts the load line. Wheel 4 is at the floor 
beam at panel point 2. The ordinate 47 represents the load 
P’+-Q. If wheel 4 be just to the right of the floor beam 
the ordinate 22 or the equal ordinate m7 represents P’, while 
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md represents P’ + ao) If, however, wheel 4 be just on the 
left of the floor ae the ordinate 2% equals P’ and mf equals 
? at tee Q. The ordinate me equals - 
ae correct when wheel 4 is at the floor beam and the 
point e falls between the 
points d and f where the Abeta 
lines 72 and rh respectively Pe 
cut the vertical through the 


W and the position is 


center of moments 3. The point 7 is at the intersection of 
the load line with the vertical through panel point 4. 

With the load in this position the equilibrium polygon for 
the truss is composed of the straight sides ak, ko, os, st, etc., 
and the closing line av. The bending moment is therefore 
given by the ordinate cg. In a similar manner the positions 
of the live load and the corresponding moments are obtained 
for all the panel points of the upper chord of the given truss. 

The position of the live load and the bending moments for 
the sections through the panel points of the lower chord are 
determined in the manner described in Art. 47. For those 
points the second term of the left-hand member of the above 
criterion for position becomes zero. 

As an example a truss of seven panels will be used whose 
span is 207 ft. The horizontal projections of the posts P, 
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P,P; and: P, are 22.500, 152505, 9.336, and) 3.407 sicct 
respectively, while their vertical components measure 25.000, 
32.340, 37.273, and 39.717 feet. The livesload consists of 
WADDELL’S Class U. The dead load is estimated at 1050 
pounds per linear foot per truss, 300 pounds being taken on 
the upper chord. As the average horizontal projection of the 
upper chords is 23.14 feet, the upper panel loads are 23.14 X 
300 = 6942, or say 6950 pounds. The panel loads on the 
lower chord .are. 750 x .207 = 7-= 22 160, Or ‘say 22.200 
pounds. 

The following table gives the data for all the live load 
chord stresses, the moments being expressed in units of a 
thousand pound-feet, the stresses in thousands of pounds, and 
the lever arms in feet: 


J 
CENTER WHEEL Moment | Moment Bunnie laeeovme ee 
Tobe Nee. Sean a Sucre MomentT.| ARM. eee Member. | 
2 4 47 220 480 6 266 | 25.96 — 241.4 U2 
4 9 46 570 3 245 | IO O61 | 34.53 | — 291.3 OU. 
6. 12 43 070 6 33F |, 22.928) Sso.8d — 300.9 Us 
39-717 | — 305.4 U6 
13 45 090 7 261 | 12 063 
9 14 35 420 8 291 | I1 949 | 39.717 
15 38 500 10 099 | II QOI — 
16 40 470 II 286] rr 840 os 
I Wheel 4 at point 2 4 790 | 25.00 + 191.6 Ly 
3 Wheel 4 at point 2 8 270 | 32.349 | + 255.6 165, 
5 Wheel 13 at point 6 10 710 | 37.273 | + 287.3 Ls 
7 Wheel 12 at point 6 12 090 
Wheel 13 at point 6 12 000 
8 Wheel 16 at point 9 11 880 | 39.717 | + 290.1 Ls 


The upper part of this table is arranged tike that in Art. 47. 


For wheel 14 at the section thrcugh panel point 9, the shear 
is positive in the middle panel, while for the two preceding 
and the two succeeding positions the shear is negative. The 
moments at 9 for the last two positions cannot be used, since 
the diagonal in the middle panel which extends to 9 is not 
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then brought into action. The stresses in the fifth and sixth 
lines of the table are not computed, since the corresponding 
bending moments are less than 12 128 thousand pound-feet. 


The bending moments in the lower part of the table were 
read directly from the diagram after drawing for each position 
the closing line of the equilibrium polygon, and the side of 
the polygon which lay below the center of moments. For 
the last three positions the shear in the middle panel is nega- 
tive, and hence only the last moment can be used to obtain 
the stress in the lower chord of that panel. 


Since the ties of this truss do not have equal horizontal 
projections as in the case treated in Chap. V, it is found to 
be more convenient to obtain the chord stresses directly by 
dividing the bending moments by the corresponding lever 
arms. ss the lengths of all the members of the truss must 
be computed, the lever arms may be obtained by very little 
additional computation, or they may be measured on a large 
scale truss diagram with sufficient precision. 

The stresses due to the dead load in the upper chord are 
— 105.8, — 132.7, —140.8, and — 139.4 thousand pounds, and 
in the lower chord, +85.3, +116.4, +132.1, and 139.4 
thousand pounds. 

In determining the positions of the live load for the web 
stresses, the points of division in each panel are found by the 
method explained in Art. 48, and the results are marked on 
the truss diagram on Plate VI. It will be observed that the 
points for the posts are on the right of those for the ties 
except in the case of 7,, and /,,, where the counter tie is not 
required. The positions of the locomotive wheel loads and 
the remaining data required to construct the force polygons 
for the web stresses are given in the following table. The 
same units are employed as in the preceding table. 

Let the student make a careful comparison between this 
tible and those in Arts. 52 and 53. Attention is also called 
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to the fact that only for one member was more than one posi- 
tion of the load found to satisfy the criterion. The bending 
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moments in the fourth and fifth columns belong to the sec- 
tions through the panel points given in the second column, 
and were read directly from the diagram like those in the 
lower part of the preceding table for chord stresses. 

The ordinates whose values are given in the last two 
columns are laid off on the truss diagram on Plate VI, and 
the force polygons drawn as explained in the preceding 
chapter. On account of the great range of these values, and 
in order that the force polygons may be drawn to as large a 
scale as possible, different scales are employed. The original 
truss diagram was drawn to a scale of 6 feet to an inch, and 
the following scales were used for the force polygons in 
regular order from left to right: 60, 200, 100, 200, 200, 80, 
30¢c, 50, 30, 30, and 4o thousand pounds to an inch. The 
stress in P, for the position of wheel 2 at panel point 6 is 
— 66.2 thousand pounds, the corresponding force polygon 
not being shown on Plate VI. 
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The greatest live load tension in P, (or in P,) occurs either 
when one or both of the adjacent upper chord members are 
subject to their maximum stresses. In this example their 
maximum stresses occur simultaneously when wheel 12 is at 
panel point 6, and while the tie 7, is acting. The force tri- 
angle at panel point 7 therefore gives the corresponding live 
load stress in P, of + 32.0 thousand pounds. 


The greatest tension in P, occurs when wheel 5 is at panel 
point 11. The moment ordinate at the right support is 9475 
and at II is 830, whence P.g = 9475 — (830 X 3) = 6985 
(see Art. 54). The bending moments in the sections through 
8 and 11 due to the dead load are 5526 and 4575 thousand 
pound-feet respectively. The bending moments due to the 
dead load plus the above live load on the right end of the 
truss are 

114.819 


TS es ero 


2475 — 10.782; 


M,, = 4575 + 4.9475 — 830 = 10514. 


The value of 7’ is found graphically to be 10030 thousand 
pound-feet. The horizontal projection f’ of U’,, is 23.702 
feet, and hence y’ + p’ = 423.2 thousand pounds. On laying 
this off on the vertical from panel point 10 to z, and-drawing 
77 parallel to g8 as explained in Art. 54,7 —I0 gives a stress 
of — 333.7 thousand pounds in U’,, at the time when P,, is 
subject to its greatest tension. If the force polygon for panel 
point 10 be next constructed the stress in P, will be found. 
At this point the stresses in U’,,, U,,, and /,,, together with 
the dead panel load of 6.95 thousand pounds, are in equi- 
librium. The polygon is drawn on the truss diagram, and 
gives a stress of + 31.4 thousand pounds in /,,. 

The maximum and minimum stresses in the web members 
due to the dead and live loads may now be obtained in the 


usual manner: 
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For the ties, 
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It will be observed that if the live load were just a little 
greater that all the posts except the ones at the end of the 
truss would be subject to reversal of stress, 

Prob, 68. A Pegram truss for a through railroad bridge has 
five panels, and a span of 150 feet The horizontal projec- 
tions ci the posts are 20.000, 11.995, and 4.335 feet, while 
their vertical components are 22.000, 26.505. and 28.740 feet. 
The live load is WADDELL’S Class U. The dead load is 950 
pounds per linear foot per truss, 275 pounds being taken on 
the upper chord. Find the maximum and minimum stresses 
in all the members. 


ART. 57. THE PENNSYLVANIA TRUSS. 


This type of truss is illustrated in the skeleton diagram of 
Fig. 113. It is derived from the Pratt truss with a curved 
upper chord by subdividing its panels by means of subverticals 
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and short diagonals. The vertical broken lines indicate struts 
which support the upper chord members at their middle 
points, and the corresponding horizontal lines serve to give 
lateral support in the plane of the truss to the long vertical 
posts. These are no real truss members, and are omitted in 
the diagrams employed in finding the stresses in the truss. 
In this case the counter diagonal eG does not coincide with 
the short diagonal F/G, although in a number of trusses 
whic.2 have been erected the panel e#Gg is counterbraced by 


E G 
i 


eK 


6 c d £ 
Fig. 113. 

connecting the points e and / with atie. The detail drawing 

of such a truss may be found in Engineering News, Vol. 

XXIII, page 249, March 15, 1890. 

The stress in ef due to locomotive wheel loads is found in 
the same manner as for the Pratt truss, the center of moments 
being at &. The stress in fg equals that in ef, as may be seen 
from the force polygon for the panel point /. 

By the method employed in Part I, Art. 61, a criterion for 
the position of the live load may be obtained which will give 
the stress in &G, and which indicates that the wheel loads 
from a to é, plus twice those from ¢ to /, shall equal Wi td: 
W being the whole load on the truss, / the span, and Z’ the 
distance from the left support to the center of moments g. 
To satisfy this criterion a wheel load must usually be placed 
at ¢, although sometimes it may be satisfied when a wheel is 
at f. In view of the examples given in Chap. V and in the 
preceding article, the student should have no difficulty in 
making the graphic construction required by this criterion. 
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As the section cutting £G and only two other. members 
must pass on the left of /, the bending moment for EG must 
equal the moment of the left reaction of the truss, minus the 
moments of the loads transmitted by the floor system to the 
truss at the panel points @ to e inclusive; or, in other words, 
the required bending moment exceeds that at the vertical 
section through g by the moment of the panel load at f. In 
the graphic determination, if the line joining the points where 
the verticals through e and f meet the moment curve of the 
live-load diagram, be produced to the vertical at g, and the 
ordinate from this point of intersection to the closing line be 
read off, the required moment will be obtained. 

For the main tie ZF, the position is found by the method 
given in Arts. 48 and 49, the auxiliary lines 5, and 4, of Fig. 
98 being drawn in this case through the points e and f of 
Fig. 113. The force polygon is then constructed as in Art. 
50 by using the moments at & and g, the points where the 
diagonal £/ meets the upper and lower chords respectively. 


The maximum stress in He occurs also when the head of 
the locomotive is in the panel e/, and hence there will be no 
simultaneous live-load stress in D&. The section through 
Ee must therefore cut CE and ef, and in finding the point of 
division in ef the chord member C# must be produced as in 
Fig. 98. If in any case the position for He should be the 
same as for AF, the stress in the former may be obtained 
from the force polygon already constructed for the latter by 
completing the polygon for the stresses meeting at the panel 
point &. If not, then a new force polygon for the simul- 
taneous stress in &/ must be drawn. 


The panel load at 7 is suspended from F by the subvertical 
Ff, while the members £G, EF, and FG form a secondary 
truss which serves to transfer this panel load to the panel ° 
points # andG. As the panels are equal one half of the load 
at f is transferred to # and G respectively. Since the posts 
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Ee and Gg are both vertical, the stress in Fg is exactly the 
same as if the wheel loads in the panels ef and /g were trans- 
ferred to the panel points e and g by a stringer whose span 
is eg. The stress in Mg is therefore found by the method 
given in Chap. V, after considering the members F/ and FG 
removed. The greatest stress in the counter tie eG (or G7) is 
obtained in a similar manner to that in Zz. 

The preceding statement also shows that the maximum 
stresses in /f and F/G occur when the floor beam reaction is a: 
maximum. For consolidation locomotives this usually re. 
quires the second or third driver to be placed at the floor 
beam. If the panels are long, the reaction will be greater 
under the corresponding position of the second locomotive, 
for one or two of the tender wheels of the first locomotive 
may then be brought on the panel at the left. The tension 
in /G equals one half of the floor beam reaction multiplied by 
the secant of the angle which /G makes with the vertical. 


The stress in the vertical Cc depends not only upon the 
floor beam reaction at c, but also upon that at J, one-half of 
the latter being transferred to ¢ by the secondary truss abc. 
By employing the same method as in Art. 46, the following 
formula may be deduced for the stress in Cc due to the loco- 
motive loads: 


in which J7, is the moment of all the loads on the first three 
panels about d@ as a center, and J7, the moment of the loads 
on the first two panels about cas a center, and / the panel 
length of the three equal panels ad, dc, and cd. The values 
of WM, and M, can be read off directly from the live-load 
moment diagram. The corresponding position of the load 
requires the wheel loads in the first two panels to be equal to 
two-thirds of the load on the three panels. It will be 
observed that this is the same position as that for the maxi- 
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mum moment at ¢ of a beam or truss whose span is ad. As 
the hve-load diagrams are always constructed with the head 
of the locomotive toward the left, the maximum stress should 
also be found in K# and compared with that in Cc, the larger 
value being used for both members. The tension in Bd 
equals the floor-beam reaction at 0. 

If instead of the short tie /G a short strut e/ be inserted, 
the auxiliary truss will then be e/g/, which will transfer the 
panel load at fto the points e and g. The moment of the 
stress in fe about the center & will then be the bending 
moment in the vertical section through & plus the moment of 
the panel load at f. The corresponding criterion for position 
will require the wheel loads from a to f minus the wheels 
from / to g to equal Wl’ + /, in which W, Z, and 2’ have the 
same significance as before, whence 2’ equals the horizontal 
distance from the left support to &, which is the center of 
moments. The stress in £G is the same as if the secondary 
truss were omitted, and the stringer extended from e to g. 
The methods described above for finding the stresses in EF 
and Fg will now have to be exchanged. 


The construction of the stress diagram for the dead load 
offers no difficulty in either case, and will therefore not be 
illustrated. 


The form of this truss as shown in Fig. 113 is sometimes 
modified by reducing the two panels at each end to one, 
thereby omitting the subverticals at 6and /7. This arrange- 
ment was used in the Susquehanna River bridge at Havre 
de Grace, Md. Another modification was adopted in the 
Merchants’ bridge, at St. Louis, whereby the point B was 
raised so as to bring it into the curve of the upper chord. 
See Engineering News, Vol. XXII, page 578, Dec. 21, 1889. 


Prob. 69. The truss in Fig. 113 has a span of 283 feet, the 
depths at C, Z, and G being 42, 47, and 48% feet respec- 
tively. Find the stresses in all the members of the truss due 
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to WADDELL’S Compromise standard, Class U, the bridge 
having a single track. 


ART. 58. THE BALTIMORE TRUSS. 


The Baltimore truss is a special case of the Petit truss when 
the upper chord is horizontal. The chord stresses for both 
trusses are found in exactly the same manner. The method 
used for the web stresses of the Petit truss also apply to the 
Baltimore truss, but for most of the web members it is prefer- 
able to make the comparison with the methods employed for 
the Pratt truss. : 


If the upper chord in Fig. 113 were horizontal the stresses 
in EF and in Ze would be the same as if the truss were of the 
Pratt type with 14 panels, the load on the truss being 14 
times the load in the panel ef. For the stress in Az the load 
on the truss must equal 7 times the load in the panel, and the 
stress would be the same as if the truss were of the Pratt type 
with only 7 panels. The stresses in /f/ and 4d are equal to 
those in the suspender of a Pratt truss having the same panel 
iengths, while those in Cc and #G are the same as for the 
Petit truss. 

Prob. 70. A Baltimore truss of a single-track through 
bridge has the same span, number of panels, and live load as 
the truss in Prob. 69, its depth being 47 feet 2 inches. The 
counter-ties Ge and Gz are, however, omitted, and the mem- 
bers Zg and /g counterbraced. Find the live load stresses in 
all the members. 


’ 


ART. 59. UNSYMMETRICAL TRUSSES. 


Fig. 114 represents the side elevation of the two unsym- 
metrical Pratt trusses of a through railroad bridge, together 
with the plans of the upper and lower lateral systems. The 
floor beams are perpendicular to the center line of the bridge, 
and they are placed at equal distances apart from each other, 
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and from the points midway between the bearings of the end 
stringers. The end posts are inclined so that their horizontal 
projections are equal to the distance between the floor beams, 
and this necessitates shortening the end panel of the upper 
chord at one end of each truss, and lengthening that at the 


Fig. 114. 


other end by an amount equal to one-half the longitudinal 
component of the skew. The end panels of both chords are 
therefore equal at the same end of each truss, and the sus- 
penders are inclined. Sometimes the trusses of skew spans 
have been built whose end posts are not equally inclined, but 
this is very unusual. 


As the two trusses are equal, but with their ends reversed, 
it is necessary to find the stresses in all the members of one 
truss for all the loads. Since the load line and equilibrium 
polygon for the locomotive wheel loads are usually arranged 
for the load advancing from the right, the live load stresses 
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are found in all the members of the left half of each truss, 
except the counters whose stresses are found in the right half. 

The dead load stresses in the trusses and the stresses in the 
lateral systems due to that portion of the wind load which is 
regarded as stationary are as readily determined by the 
graphic method as for symmetrical trusses, although in the 
analytic method the numerical work of computation is ma- 
terially increased. 


The stresses in the lateral systems due to the pressure of 
the wind on the trusses are found by means of a stress diagram 
like Fig. 67 in Art. 32, but extended to all the members of 
each system. For the wind panel loads which are treated as 
a moving load (representing the pressure of the wind on the 
train), the stresses in the chords may also be obtained by a 
stress diagram, while that in the lateral struts and ties may 
be found by means of tables similar to those in Art. 32. The 
relation between the values in the different lines of the table 
are, however, not as simple as for trusses whose panels are all 
equal. For instance, if the nearer truss az is on the windward 
side, the braces of the lower system brought into action are 
al be'ca'de'e . . . hh't, and a wind panel load at g will cause 
stresses in members on its left equal to those due to a panel 
load at # multiplied by the ratio of gz + #z. These products 
are most conveniently obtained by graphical arithinetic (Art. 
14). 
Another method, which is preferable in most cases, is to 
draw a diagram giving the stresses in all the members for a 
reaction of 1.0 at the left support a, and then to multiply the 
stress in each brace by the corresponding reaction produced 
by the panel loads which make its stress amaximum. These 
reactions are most quickly determined by means of an equi- 
librium polygon whose closing line will shift as one panel load 
after another is taken away from the full load for which it is 
at first constructed. 
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The position of the wheel loads is obtained in the same way 
as for symmetrical trusses, it being assumed, however, that 
the loads are distributed along the center line vo’ of the track 
as shown in Fig. 114, and that the trusses have their supports 
atoando’. Although this method is approximate, it generally 
gives the correct position. In case a very slight shifting of 
the loads would dissatisfy the criterion, it may be well also 
to find the stress when the next wheel is placed at the corre- 
sponding panel point and compare the results. 


In the bridge represented in Fig. 114 let the span be 146 
feet, 6c = <cd =] ae Ch = = oh = 18 a eee 
74, ht = GH = 22' 10%”, the width 16 feet between centres 
of chords, and the depth 24 feet. For the greatest stress in 
the chord members ad and dc due to WADDELL’S Class U 
(Art. 39) the required position is that with wheel 3 at panel 
point 6. Fig. 115 shows the left portion of the truss diagram 
placed in this position on the 
load line and moment diagram 
of the live load. The inter- 
section of the line ov with the 


Fig. 115. 


vertical through the center of moments B is seen to lie 
between the points where mw and nw cross the same vertical. 
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As the floor system distributes the load to the panel points 
of the truss the lower sides of the equilibrium polygon for the 
truss under this position of the load are the right lines, or 
chords, of, pr, rs, etc., the points 0, f, 7, and s being on the 
live load polygon. The point ois the regular panel length 
of 18’ 3” on the left of 6. The closing line of the polygon 
must end in a vertical through the left support of the truss at 
a, and therefore at the intersection & of the vertical 4a with 
the line of. Ina similar manner the right end of the closing 
line (not shown in Fig. 115) is located at the intersection of 
the chord or side of the equilibrium polygon whose extremi- 
ties lie on the verticals through Z and o’ (see Fig. 114) with 
the vertical through z. The bending moment in the section 
through & is measured by the full line ordinate with arrows 
at its extremities (Fig. 115). This moment divided by the 
depth of the truss gives the stress in dc. As the stresses in 
ao and aB, however, hold in equilibrium only the reaction at 
a, the moment of the stress in ad about B is equal to the 
moment of the reaction, and hence is measured by the ordi- 
nate when produced to g, its intersection with the side of (or 
kp) produced. 


The stress in the end post aB is preferably obtained by 
dividing the stress in ad by the sine of the angle which aB 
makes with the vertical. For the remaining web members 
except the suspenders, the only modification required of the 
method described in Art. 45 for trusses with equal panels is 
that the moment at the right support must be read to the 
point corresponding to that described in the preceding para- 
sraph as the right end of the closing line of the equilibrium 
polygon for the truss. 


The floor-beam reaction is the same as if the panel ad of 
the truss were equal to dc, for the deduction of the formula in 
Art. 46 indicates that the panel lengths introduced are really 
the spans of the corresponding stringers, and while usually 
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they are equal to the panel lengths of the truss, this is not 
always the case. The tension in Bd equals the product of the 
floor-beam reaction by the secant of the angle which 5d makes 
with the vertical. 

Fig. 115 also shows the left-hand portion of the diagram of 
truss a’B’H'7’ superinposed upon the other. The closing 
line is £’'u, k’ being at the intersection of go produced with 
the vertical a's’. The moment of the chord stress in a’d’ 
(d’ coincides with 0) is measured by the ordinate below 4’ and 
is indicated by arrows at its extremities. By producing this 
ordinate to /, on the chord 7p produced, it gives the moment 
of the stress in 0’c’. 

It will be observed that the same position of the live load 
was used for the end chord members of both trusses. If the 
point o had been moved to @’ the criterion would not have 
been satisfied by placing wheel 3 at 4, but only by putting 
wheel 4 at 6. The moment for the latter position, however, 
is less than that for the former. 

Prob. 71. Find the maximum and minimum stresses in the 
above example due to the given live load and a dead load of 


900 pounds per linear foot, one-fourth to be taken on the 
upper chord. 


ART. 60. DOUBLE AND QUADRUPLE SYSTEMS. 
For trusses having more than one system of webbing it is 
assumed that each system is affected only by the loads which 
it carries. 


In the double system Warren truss in Fig. 116, the loads 


P,, P,, and P, are carried by the full line diagonals, and the 
loads, Q,, Q,, Q,, and Q, by the diagonals drawn in broken 
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lines. The truss is therefore regarded as composed of two 
separate trusses having common chords. The stresses in each 
system may then be determined and the results combined. 
In this case, however, either the dead load stresses in all the 
members or the live load stresses in the chords may be found 
by means of one diagram. The reaction at the left support 
is in equilibrium with the stresses in da, Ba, and ad, but the 
compression in Aa is known, since it equals the reaction due 
only to the loads Q, thus leaving but two unknown stresses. 
The stress diagrams may therefore be readily constructed. 
The maximum live load stresses in the diagonals are obtained 
by considering each system separately. 

For the Whipple truss in Fig. 117 (which is a double inter- 
section truss of the Pratt type) both dead and live load 


is CF Ge if Ve age yy 
Fig 117 
stresses must be found for each system, the division into 
systems being somewhat different, however, for the required 
stresses in the chords and web members. For the chord 
stresses the division may be made into the two symmetrical 
systems shown in Fig. 118, cial the live load is uniform 


Feel re FOG 
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Fig. 118. Fig. 119. 
throughout. If the live load is not uniform, or if it consists 


of excess loads combined with a uniform train load, the division 
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may be made similar to that shown in Fig. 119, care being 
taken to insert those diagonals near the middle, which are in 
tension under the combined dead and live loads. If the 
stresses are obtained only for the left half of the truss, the 
excess loads may require an additional diagonal ‘to slope 
downward toward the left in the lower diagram of Fig. 11g. 
It is clear that only those dead and live load stresses in any 
chord member may be added together, which were obtained 
under the same conditions; that is, with the same diagonal of 
the given panel acting in each case. 


When the division is made into systems, or component 
trusses, which are unsymmetrical, there is some ambiguity in 
the stresses due to the fact that the spspenders are attached 
to the panel points B and K which are common to both sys- 
tems. As reasonable an assumption as any is to regard the 
panel loads at 4 and & to be equally divided between the two 
systems. The same stresses will, however, be obtained if 
both suspenders be considered as a part of only one and the 
same system, and this arrangement is also more convenient 
in finding the stresses. 


If these two methods of division be compared for a uniform 
load throughout, the greatest difference in chord stresses is 
found to be not quite four per cent, most of them being much 
less. The difference may be reduced one-half by considering 
the suspender 5d as belonging only to that component truss 
which contains the adjacent diagonal Bc, and the suspender 
Kk as being a part of the system containing the diagonal A7. 
This arrangement reduces the shear at the middle to the 
minimum value possible in each case, and requires the con- 
struction of only one stress diagram for the chord members, 
since one system equals the other with its ends reversed. 


For the stresses in the web members the systems are divided 
as in Fig. 120, all the ties sloping one way except those near 
the right end, where it is certain that no counters are needed. 
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Only the loads supported by one of the systems are considered 
in finding the stresses due to both dead and live loads in any 
web member of that system. The method ce is that 


< e be 


Fig. 120, 


of Art. 30, the labor of tabulation being materially lessened 
by noticing the general statements made in that article in 
regard to the maximum and minimum stresses in web mem- 
bers. On account of the ambiguity in stresses the panel loads 
at 6 and & may be placed on either system, so as to produce 
the maximum and minimum stresses in any given web mem- 


ber. 

When one excess load is used in connection with uniform 
panel live loads, it must be placed on that system which gives 
the greatest chord stresses; and for two excess loads the first 
may be on one system and the second on the other, depending 
upon their distance apart and the panel length. For maxi- 
mum stresses in the webbing the excess loads are always 
placed at the head of the train. 

If concentrated wheel loads are to be employed it will be 
best to always place the first driver at the panel point. Each 
system is regarded as acting independently, and as being 
strained only by the loads transferred to it by the stringers 
and floor beams, As part of the weight of the pilot is carried 
by the stringer to the other system, that part is disregarded 
in obtaining the stresses in the bracing. For the chord 
stresses the locomotives are so placed as to produce the 
greatest moment at the middle of the truss, and the weights 
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transferred to each system are used only in determining the 
chord stresses for that system. 


A quadruple Warren truss or lattice girder is treated in 
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Fig. 121. 


a similar manner to the double system Warren, and also 
requires but one diagram for dead load. 

Prob. 72. A double system deck Warren truss of 100 feet 
span has 10 panels, and is 10 feet deep. The dead load per 
linear foot per truss is 560 pounds, and the train load 1800 
pounds, which is preceded by two heavy locomotive panel 
loads of 65 000 pounds each. Find the maximum and mini- 
mum stresses in all the members. 


ART. 61. THE GREINER TRUSS. 
The truss shown in Fig. 122 was designed in 1894 by J. E. 
GREINER, Engineer of Bridges of the Baltimore and Ohio 
Railroad, for overhead highway purposes so as to be adapted 


Fig. 122. 


to the use of material taken out of old bridges combined with 
rails worn out in track service. It consists essentially of a 
bowstring truss with a horizontal upper chord combined with 
a Pratt truss whose diagonal ties are omitted, so that the 


supports of the former are at the upper ends of the end posts 
of the latter. 


The stresses in the web members above the bowstring 
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Be'de'F are first determined by regarding them as members of 
the bowstring truss only, the supports being at B and F, 
The stresses in the end posts are the same as if the truss were 
of the usual Pratt type not in combination with the bowstring; 
while the stresses in the verticals Bd, c’c, ee, and Ff are the 
corresponding floor-beam reactions. 


The stress in any member of the upper chord AF is the sum 
of its stresses when considered successively as a member of 
the bowstring and Pratt systems, the load in the second case 
being the panel loads at 6 and f, together with loads at B and: 
F equal to the reactions in the first ease. This stress is a 
maximum when the load covers the entire truss and its posi- 
tion satisfies the same criterion, which would be used if the 
truss were of the pure Pratt type. The corresponding 
stresses in the bowstring Bc’de’F, and in the lower chord are 
easily found, as each of these chords belongs only to one of 
the component trusses. 


Since the diagonal bracing of the Pratt truss is replaced by 
the bowstring truss, it is necessary not only to determine the 
stresses in each system separately, but also to consider the 
effect on the latter when the load on the former is not 
symmetrically disposed. As the panel points 4, d, and F 
are common to both systems, the Pratt truss may first be 
regarded as having counterbraced long diagonals Bd and dF, 
and after the stresses in Bd and dF are found for the unequal 
loads transferred to B and /, or the panel loads at 0 and /, 
or both of these conditions combined, the stress in each of 
these members may be replaced by two equal and opposite 
external forces applied at its extremities, as was done in Art. 
33, Fig. 69, in replacing the initial tension in the counters. 
As the stress in any case will be compression in one and ten- 
sion in the other long diagonal, care must be taken to give 
the equivalent external forces the proper direction. The 
stresses in the bowstring truss due to these forces must then 
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be combined with those obtained by treating each system 
independently. Attention is again called to the important 
fact stated in the preceding article, that only those stresses 
must be combined which occur simultaneously under the same 
conditions. 

If the dead and live loads are uniform and the bowstring is 
parabolic, the maximum stresses in the two horizontal chords 
are uniform throughout. This fact indicates why this type 
of truss is adapted to the use of track rails in these chords. 
The details of a truss of this type, in which, however, the 
parabola is in compression, were published in the Railroad 
Gazette, Vol. XXVII, page 602, Sept. 13, 1895. 

Prob. 73. A highway bridge with a clear roadway’ of 15 
feet has a span of 57 feet.. The truss is of: the same form 
and number of panels as Fig. 122, and its depth is 7 feet. 


Find the stresses due to a live load of 80 pounds per square 
foot. 


ART. 62. HORIZONTAL SHEAR IN A BEAM. 


Let it be required to construct a diagram showing the dis- 
tribution of the horizontal shear in a beam. This may be 
conveniently illustrated by an example, such as occurs in the 
design of a deepened beam. A’ deepened beam consists of 
two timbers of rectangular cross-section placed above each 
other and united by keys or brace blocks so as to make the 
timbers act like a single stick. By this means the combined 
strength of the timbers is double that secured when they act 
separately. 

Let the loads to be supported exclusive of the weight of 
the beam consist of three concentrated loads of 4000, 8000, 
and 6000 pounds respectively, and a uniformly distributed 
load of 2000 pounds per linear foot, extending over a portion 
of the span as indicated in Fig. 123. A single bending 
moment diagram for both concentrated and uniform loads 
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may be constructed by treating separately the portions of the 
uniform load which lie between the concentrated loads. The 
loads are taken in succession from left to right and laid off on 
the load line (not shown). The left reaction A is found by 
computation to be 22 900 pounds, and by laying this off on 
the load line the closing line of the equilibrium polygon may 
be made horizontal, if so desired, by taking the pole directly 
opposite the point of division of the reactions (see Arts. 9 
and 11). The equilibrium polygon acefgzba is first drawn 
by regarding the portions of the uniform load as concentrated 
at their centres of gravity. The final form is then obtained 
from this by constructing a parabola (Art. 10), tangent to the 
right lines ce and ef at the points d and / respectively, these 
points being directly below the extremities of the 4-foot por- 
tion, and a second parabola tangent to fg and gz at the 
points f and %. 

The vertical shear diagram a’k .. . dm... nO’ is-drawn next. 
The shear passes through zero, where /m crosses a’b’, and on 
measuring the moment ordinate directly above this it is found 
to be 126400 pound-feet. If 6 be the breadth and d the 
depth of the rectangular section of the beam, and 875 pounds 
per square inch the working unit stress in the outer fibres, 


bd” = (126 400 X 12 X 6) + 875 = 10400 inches’. 


If 6 be assumed as about 4d, the beam will require two 
timbers 14 X 14 inches in section. 


The weight of these timbers for a length equal to the span, 
. at 3 pounds per foot board measure, equals 1960, or say 2000 
pounds. The bending moment at the middle of the beam - 
due to this weight is 5000 pound-feet. The corresponding 
moment diagram is drawn as explained in Art. 10 by making 
the parabola ard tangent to as and sé, the ordinate at s being 
2 X 5000 = 10000 pound-feet. The shear diagram a’fgb' 
for the weight of the beam is added to the other by laying off 
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the reactions in the opposite direction from the axis a’d’. 
The shear due to all the loads passes through zero at 0 where 
/m crosses pg, which is a little to the right of the point found 
before, and is 8.52 feet from the left support. The maximum 
bending moment directly above this point is now measured, 
and its value of 131 300 pound-feet obtained. As the resist- 
ing moment of the beam slightly exceeds this amount no 
correction is necessary. 

If S, is the unit horizontal shear, and V the vertical shear 
in any section of the beam, 6 and d the breadth and depth of 
the rectangular cross-section, the following relation is given 
by mechanics (Mechanics of Materials, Art. 78). 


ey eP 
Pam I 
In order to obtain the horizontal shear for a distance dx along 
the beam, S, must be multiplied by ddx, giving 


pap oh 
Sibdx = =. Vda. 


If the total horizontal shear be required between any two sec- 
tions of the beam, it is necessary to integrate this expression 
‘between the given limits of x. V isa function of x, and the 
integral of Vdx is the area of the vertical shear diagram 
between the given sections. 

The total horizontal shear between a’ (the left support) and 


o is 5. 1 since J Vas= fam = M. Substituting the. 


values found above, the total horizontal shear for either the 
portion a’o, or ob’ equals (3 X 131 300 X 12) + (2 X 28) = 
84 420 pounds. If four keys or brace blocks of equal strength 
are to be employed to resist this shear, each block must be 
designed to take a pressure of 21 105 pounds. In order to 
determine their location, it is necessary to divide the vertical 
shear diagram on each side of the zero shear into four equal 
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parts. This is most readily done by dividing it into narrow 
strips, say a foot wide by scale, finding the area of each one, 
and, beginning at the point 0, adding each area to the sum of 
the preceding ones. The total area should equal the maxi- 
mum moment. These areas are laid off as ordinates on the 
axis a0’ in such a way that the length of the ordinate at any 
section of the beam represents the area of the vertical shear 
diagram from that section to the point of zero shear. By 
dividing the last ordinate a’’¢ into four equal parts and draw- 
ing parallels to ao’ through these points as indicated by 
broken lines, their intersection with the curve passing through 
the extremities of the ordinates gives the positions required. 


The corresponding diagram for the right-hand portion is 
drawn above the axis 0b”. All the positions of the brace 
blocks are marked on the bottom line of Fig. 123. Numbers 
1; 2,,and 3 are respectively 4/ 9,2 11° and .4% drome 
which is at the left support; while numbers 1’, 2’, and 3’ are 
5’ 104”, 3’ 5”, and 1° 7%” from 4’ at the right support. It 
will be observed that in the middle portion of the beam no 
brace blocks are required in this case for almost one-half of 
the span. 


When moving loads are substituted for stationary loads the 
- length of the middle space is materially reduced, for in that 
case the maximum horizontal shear in any section does not 
occur when the load covers the entire beam except for the 
sections at the supports. If the cross-section of the beam is 
not uniform, it is necessary to construct the diagram so that 
the ordinates shall represent the corresponding sums of the 
horizontal shears directly. By using the general form of the 
equation the distribution of the horizontal shear in a beam of 
any cross-section may be similarly shown by a diagram. 


Prob. 74. Two deepened beams having an effective span 
of 22 feet carry a single track railway across a culvert. The 
weight of the track is to be assumed at 400 pounds per linear 
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foot, and the live load at 3600 pounds per linear foot. The 
beams are to be of timber weighing 45 pounds per cubic foot, 
and with an allowable unit stress in the outer fibers of 1500 
pounds per square inch. Find the positions of the brace 
blocks or keys, provided eight are used in each beam. 


“ 
Po 


a4 : 
|” J“ART. 63. ROOF TRUSS WITH COUNTERBRACES. 

Fig. 124 shows the skeleton diagram of a roof truss with 
straight upper chords and a curved lower chord. The upper 
chord on each side is divided into six equal panels, and at the 
panel point marked 2 the strut is normal to the upper chord. 
The end panels of the lower chord are parallel to the adjacent 
upper chord members and the panel points I, 2,...5... 
2’, 1’ lie on the arc of a circle.. With the exception of the 
end ones, the lower chord members are also equal. The 
ventilator covers a panel on each side of the peak. 


The dead panel loads 1 to 7 on the upper chord are 2500, 
3850's 450" 3350, 2750, 2150, and’ 3600 pounds, and >the 
corresponding loads 0 to § on the lower chord are 1400, 600, 
600, 600, 600, and 600 pounds, somewhat less than half the 
weight of the truss being regarded as concentrated at the 
panel points of the lower chord. The snow panel loads are 
2700 pounds, excepting those at I, 5, and 6 which are 1350 
pounds. The horizontal wind pressure against the vertical 
side O—I is 5600 pounds, and against 5—-6 is 4800 pounds. 
The normal wind panel load is 6300 pounds, distributed to 
the panel points in the usual manner. 

The stress diagrams are drawn at first for the truss with its 
counterbraces omitted as described in Art. 17, the additions 
required on account of the counters (in this example, counter- 
ties) being made afterwards. Only one of the stress diagrams 
is shown, that due to wind on the fixed side of the truss being 
given in Fig. 125. As the direction of the reaction at the 
fixed end is not known, the equilibrium polygon used to de- 
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termine the reactions must have its left-hand vertex at that 
support and its right-hand vertex on the vertical line of action 
of the reaction of the right support. To reduce the number 
of sides of the equilibrium polygon, and thereby to secure 
greater accuracy, it is desirable to concentrate the wind pres- 
sures on the two vertical and the two inclined surfaces at 
their respective centers. Should this arrangement cause a 
vertex of the equilibrium polygon to fall beyond the limits 
of the drawing even with the most favorable position of the 


Fig, 124. 


pole, it may be remedied by replacing the horizontal and 
normal pressures on the ventilator by their resultant. To 
avoid ambiguity in stress, the member 4 J7/’ is attached to the 
panel point 7 so as not to receive or transmit any direct stress 
due to the wind. 


To determine the stresses in the members adjacent to the 
second panel of the truss when the counter-tie DE acts, 
imagine the main diagonal removed and complete the corre- 
sponding force polygon for the panel points at its extremities, 
the additional lines required being made with short dashes 
instead of full lines. In a similar manner the additions are 
made due to the counters /G, H/, and those in the other half 
of the truss. It will be observed, for instance, that the 
polygon Azz in the stress diagram has all of its sides respet- 
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tively parallel to the members of the panel containing the 
diagonal ties 7/, while the two points marked ¢ are on the 
same parallel to V/, and the two points % are on the same 
parallel to AH. 


The stress in 4A when the counter acts is represented by 
the shorter a/, while its stress when the main tie acts is the 
lenger ah, as is evident a 
at a glance on observing eed 
with which point 2 the m7: 
broken line £z or the full san 
line #z is connected. As 
the lines in the stress dia- 


gram, which give the 
stresses in the strut con- 
necting the upper panel point 4 

Fig.125 with the lower panel point 3, 
have the same small or lower-case letters at their extremi- 
ties as the capitals which designate the spaces adjacent to 
the strut, an inspection of the truss diagram will indicate 
which letters are to be used in any given case. When the 
counter acts on the left and the main tie on the right the 
strut is designated as HH and the corresponding stress is 
fh. Vf the counters act on both sides the ‘strut is 77 and its 
stress f2. The character of the lines representing the stresses 
in the main and counter ties afford a check against errors, 
for the stress diagram above shows that gz is the stress 
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in the strut when the acting adjacent ties are the main tie 
FG, and the counter tie H7. As an additional example, the 
stress in the next strut to the left is eg when the acting 
adjacent ties are the main DE and the counter /G. 


Before measuring the stresses in the chords and struts the 
stresses in the main and counter ties are tabulated so as to 


determine how 


many counters are actually required. The 


following tables give all the stresses for the ties in three panels 
and the maximum and minimum stresses in the remaining 
ties, the stresses being expressed in units of one thousand 


pounds. 
DE FG Ye ps 
Tiss. ie i 
Main. |Counter.| Marin. |Counter.| Matin. |CountTer. 
Dead load........ . 1968))|| sie ego) =) ASO Ning oe —eekOas 
Snowiload eepmeene « = 1220.) tea ihe ==) 059 )h S- Gxd |) aay 
Wind on fixed side... = 1064) ape 6.8.) 12. Or} a 133.9) |! eae 
Wind on free side a 2.7") = 8.50 = Os ees 7a | ogc, 
Maximum .- . . .........0- + 43.4 ° + 19.3 + 5.: + 57.6 ° 
MIGHBUD Sue. dt. cea aties 15-4 ° ° ° + 1.8 ° 
ra ? F'G’ F'G: 
| TIEs. AG: BEG: DtEt (ch) (c) Se ME (2) el! SE 
IMPARTONUOT eco te startiaters + 98.1} + 78.4 | + 44.3] +16.4|-+ 3.1 | + 40.8 | +47.1 68.3 
Minimtmine: ccescsawes + 24.4 | + 34.1 | + 14.3 ° ° + 14.5 |+18.9}| + Cae 


These tables 


show that only one panel in each half of the 


truss needs counterbracine. 


The following tables give all the stresses in four chord 


Cuorp MemBeErs, 


Dead load 
Snow load 


Maximum.....e . 
Minima shies sess sine 


weer 


NG AF 
NB ND 

Main. |CounTer.| Main. |Counrer. 
oa ° + 30.5] + 46.0] + 46.9] — 52.4] — 51.5 
it a ° + 18.9 | + 27.8) + 28.7 — 31.9 — 31.2 
xteaies + 30.1 | -+ 67. + 68.3 | + 80.2] — 70.4] — 59.4 
domene ISBNS! | 42s | oy Bre7hemaes) || tog. Olle tances 
ne ates — 33-5 -+-117.2 +142.1 154.7 
reels 30.1 — 11.7 + 3.4 — 43.2 
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Cuorp MEmBERs. AC CL PALE AE’ | AH AH’ TE Pisey 
Maximum mis: wl oieee vices =T22.7] — 93.8 —154-3} —125.7| —144.4| —125.4] —116.2| —109.2 
{ Mimimitimiac.:.'sieicleoces == 2062. 40.8 Se Ae eis i 2 Owe ofl om AT mee Ai, 7 
CHorRD MEMBERS. Af’ NB ND! NG!’ NI NI’ NK = NK’ 
EAR IBNUM Sete cree Pies —126.0] — 3.3 | + 69.4] +rr0.0] +106.3] + 93.7 + 75.1 
Minimum 25. ./c(s see's | - 52.4 ° + 30-5] + 38.0] + 7.1] + 19.6 + 4.5 


members, and the maximum and minimum stresses in the 
others. These tables indicate that two members of the lower 
chord are subject to both tension and compression, and must 
be designed accordingly. 

- Before measuring the stresses in the struts or posts it is 
desirable to prepare a table showing which diagonals are act- 
ing under the six possible combinations of load. Such a 
table for the ties /G and F’G’ is shown below, the acting tie 
being indicated by an asterisk. It being remembered that no 
counters act in any other panels, it is apparent that the 
stresses to be obtained from the diagrams for the posts of the 
counterbraced panels are those given in the first one of the 


EF GH G'/H’ E'F! 
Dead load 1. ..¢isc008: m.| — 3.0 | m./m.} — 3.8 |m.|m./ — 3.8|m.|m.]/ — 3.0] m. 
m, — 2.2 Ce Cc = 3-0)) |. | WO. ite eg ic Co —~ 2.2 m. 
Snow load.........-|m.| — 2.4 |m.|m.].— 3.1 /m.|m.]/ — 3.1 |m.|m.| — 2.4] m. 
Bd) On| Ce | Ce aoa I es iG. | Ce! | == 21.65. om, 
Wind on fixed side..| m. | — 6.7 | m. | m.|} —15.6 | m. | m. ° (|| Wa Rhea || soni 
Wind on free side... sa — 5.2 | Canes ° M,| ms | —14.2"\'m. | m. | = 6.7 | m. 
FG ITA CE 

EF GH | GH’ | AIF 

m c m. (c; 
Weadload. 2.5.02 cciele0s- = . — 3.0] — 3.8] — 3.8] — 3.0 
Dead + snow loads..... .. * a —5.4| — 6.9] — 6.9 | — 5.4 
Mead + wind on fixed side} * Mf — 9-7 | —19.4 | — 3.1 | — 5.7 
Dead + snow-++wind fixed| * _ 12.0) 2255 95.6 | 37:95 
Dead + wind on free side * : — 7.4 | — 3.1 | —18.0 | — 9.7 
Dead + snow -+ wind free * ie —g.0} — 56] —21.1 | —12.1 
Maximum............| —12.1 | —22.5 | —ar.r | —12,1 


Minti 058i ass are v0 — 3.0| — 3.1] — 3.1 | — 3.0 
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following tables. The ties which act on each side of the 
posts are indicated by m and ¢ for the main and counter 
diagonals respectively. In some trusses three or four stresses 
may be required in some of the posts for the dead and snow 
loads and two for the wind loads. From this data the second 
portion of the last table-may now be filled out, and the maxi- 
mum and minimum stresses selected by inspection. It will 
be observed that the final values for EF are the same as for 
E'F’, and that for GH and G’#H’ the minimum stresses are 
equal, while the maximum ones differ but slightly. 


If the counter /G were omitted, and the main tie /G were 
then replaced by a member which could take both tension and 
compression, it would change the minimum stress in GH to 
+o.4, while if the main tie were omitted and the counter 
replaced by a counterbraced member it would change the 
maximum in GH to — 12.7, the maximum in &F to — 9.0, 
and the minimum in &/ to + 1.8 thousand pounds. It would 
seem therefore that it would be preferable to counterbrace 
the panels in this case instead of the members that would 
otherwise require it. 

The following table gives the stresses in the remaining posts 
and in the middle suspender. 


JAB AB! cD | Gly of Ivy | KK! 
Maximum... .... — 65.4 — 48.6 — 37-2 — 31-5 — 44.6] — 35.2 | + inns 
Minimum......... — 16.5 |. — 22.0| — 12.0) — 19.4] = 3.7 | — fo.9 / + 1.3 


Prob. 75. Find the maximum and minimum stresses in the 
crescent roof-truss treated in Art. 24, provided the panels be 
counterbraced with diagonals which take compression only. 


ART. 64. A FERRIS WHEEL WITH TENSILE SPOKES. 


The skeleton diagram of a small Ferris wheel with eight 
apexes and supported at the hub is given in Fig. 126. The 
broken circular line indicates the rack where the power is 
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applied to rotate the wheel. The spokes are designed to take 
only tension, and equal loads are applied at all the apexes. 
The crown of the wheel tends to sag under the influence of 
the load at apex 1; but as this would produce compression in 
the spoke /Z it will not act, and therefore the load is sup- 


Fig. 127, 


ported by the segments A/ and ABZ of the rim. These 
stresses are obtained by constructing the force polygon for 
the apex I as shown in the stress diagram at the right. The 
force polygons for the remaining apexes may now be con- 
structed in regular order. The long vertical zd is the reaction 
of the support and the diagram shows that it is in equilibrium 
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with the stresses in all the spokes, which truly expresses the 
relation of the forces at the hub. In this article the resist- 
ance due to friction in the bearings is not taken into account. 


An examination of this diagram shows that under uniform 
load the stresses in the spokes and in the segments of the rim 
gradually increase from the top to the bottom of the wheel, 
those in the rim being compression throughout. When a 
segment of the rim is in a horizontal position at the top of 
the wheel its stress is — 1.0P, P being the apex load. The 
stress diagram for this position is not given. As it revolves 
its stress gradually increases to the maximum value of 
— 3.92P when the segment reaches the position of AZ, the 
stress now remains unchanged until the position of AF is 
reached, and then gradually diminishes until the segment is 
again horizontal at the top. If the wheel had 16 spokes the 
compression in any segment of the rim would vary between 
the limits 2.414P and 7.6890P. 


The stress in any spoke remains zero during the interval 
‘between its two upper positions which make an angle with 
the vertical equal to one-half the angle between the spokes, 
and then gradually increases until it reaches its maximum 
value of + 4/, when the spoke is below the hub in a vertical 
position. It is interesting to observe that the maximum 
stress in any spoke is independent of the number of spokes 
when that number is not less than four. The construction of 
the diagram also indicates that.the stresses in both rim and 
spokes are independent of the size of the wheel, except so 
far as the apex loads may depend upon it. 


Fig. 127 gives the wheel and stress diagrams for the case 
when only three of the observation cars are occupied. The 
horizontal reaction applied on the circular rack which is used 
to rotate the wheel is found by equating to zero the sum of 
the moments of all the external forces with reference to the 
centre of rotation of the wheel. In the stress diagram the 
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points z and 4 which coincide indicate no stress in the vertical 
spoke /4, while the inclined line 2d is the reaction /B of the 
supports, for, since the spoke has no stress the letter / really 
applies to the entire space on the left of the inclined arrow 
designating the reaction. It will be noticed that most of the 
stresses on the loaded side are considerably greater than those 
on the other. 


The Ferris wheel at the World's Columbian Exposition in 
1893 was 250 feet in diameter and had 36 spokes. An article 
on this subject applying the graphic method to water wheels 
of a given type as well as to other structures, and including a 
description of the main features of a wheel of the same mag- 
nitude as that at the Exposition, but designed so that its 
stresses should -be statically determinate, may be found in 
Zeitschrift fiir Bauwesen, Vol. XLIV, page 586 (1894). 

Prob. 76. Determine the stresses in all the members of a 
Ferris wheel. with 8 tensile spokes for a load P at each apex, 
when one of the spokes is vertical, and also when one of the 
rim segments is horizontal. 


ArT. 65. A BICYCLE WHEEL WITH TENSILE SPOKES. 


Bicycle wheels are usually constructed with spokes of very 
light steel rods and stiff rims of metal or wood. The number 
of spokes is generally 32. A wheel with one-half that number 
of spokes is represented in Fig. 128. It carries a load W at 
the hub, and is subject to an equal reaction at the point where 
it rests upon the ground. 

The reaction BC tends to produce compression in the spoke 
attached to the same point of the rim, but as it can take only 
tension it will not act, and hence may be considered as removed 
for the time being. The force triangle ac accordingly ex- 
presses the condition of equilibrium at apex I between the 
reaction BC and the direct stresses in AL and AC. The 
sides ad and ac are parallel to the chords of the arcs AB and 
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AC respectively. These stresses are equal, and their value is 
— 2.563W. The complete stress diagram is found to have a 
form similar to that of the wheel, except that the rim is com- 
posed of straight segments, and shows that the tension in all 
the spokes except BC is W, while the compression in all the 
segments of the rim is 2.563. The perimeter of the stress 


diagram expresses the condition of equilibrium at the hub 
between the load and the stresses in all the’spokes. 


The direct compression in any segment causes flexure, the 
fibers on its inner side being in compression, and. those on the 
outside in tension. When the wheel rests on the ground at 
any interinediate points of a segment of the rim, the segment 
serves as a beam to transfer the reaction to the adjacent 
apexes or panel points of the wheel truss, the resulting 
flexure causing tension in the inner fibers and compression in 
the outer ones. Fig. 129 gives the position when the support 
is midway between the apexes I and 16. The direct stresses ° 
in the wheel members may therefore be found by replacing 
the reaction by the two upward forces at 1 and 16, each equal 
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to% W. The stress diagram is readily constructed, as both 
spokes QB and BC are not acting. The tension in the 
remaining spokes is 0.510W, and the compression in all the 
segments of the rim except AB is 1.307 W, that in AB being 
1.207W. 

It is seen, therefore, that in passing from the position in 
Fig. 128 to that in Fig. 129 the direct stresses in the entire 
rim and in all the spokes except two, are reduced nearly one- 
half, and during the next thirty-second of a revolution the 
stresses increase again to their former value. This cycle of 
changes occurs 16 times in every revolution for each segment 
of the rim and 14 times for the spokes. In addition to this 
the stress in each spoke changes from W to o and back again 
to W in passing from the position of QB to that of CD in Fig. 
128. Further, the bending moment due to the reaction of 
the ground, as well as that due to the direct stress in each 
segment of the rim, passes through a similar cycle of changes 
16 times in each revolution. The form of the stress diagram 
shows that if the number of spokes is doubled the direct stress 
in the rim segments is almost doubled, while the bending 
moment is reduced nearly 75 per cent. Onthe other hand, 
the magnitude of the stress in the spokes is independent of 
their number. 

The changes in stress caused by attaching the spokes, in 
the customary manner, in series tangent to opposite sides of 
a hub of given diameter instead of radiating to its center, can 
readily be found by applying principles heretofore given. 

Prob. 77. Find the stresses in a bicycle wheel with 32 
spokes for both positions given in Figs. 128 and 129 when 
the load W is 150 pounds. 
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CHAPTER VII. 
ELASTIC DEFORMATION OF TRUSSES. 


ART. 66. THE DISPLACEMENT DIAGRAM. 


The change in length A of any member of a truss which is 
subject to given loads and reactions may be computed by the 
well-known formula (Mechanics of Materials, Art. 5) 


Pl 

AE’ 

in which / is the length of the given member, A the area of 
its cross-section, & the coefficient of elasticity of the material 
of which it is composed, and / the total stress in the member. 
In case stresses due to temperature are to be taken into 
account the above value of A must be combined with the quan- 
tity a¢/, in which a is the coefficient of linear expansion for a 
change of one degree, and ¢ the rise or fall of temperature 
expressed in degrees. 


Ai 


As a truss is composed of triangles, the method of finding 
the displacement of its panel points due to any given loads 
may be illustrated by showing how to determine the displace- 
ment of one panel point when two others with which it is 
connected by truss members are known. Let the panel point 
cin Fig. 130 be connected with a and 46 by members whose 
lengths are /, and /, respectively. Let the stress in ac bea 
compression which produces a shortening of J, in its length, 
while the stress in dc is tension and i, is the corresponding 
elongation. The magnitudes and directions of the displace- 
ments of a and 6 are represented by the lines aa’ and 30’. 
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Let a’c, be drawn parallel and equal to ac. Since the stress 
in ac is compression, A, must be laid -off from c, towards the 
point a’, which for the moment is to be regarded as fixed. 
This shortening, indicated by a heavy full line, is very much 
exaggerated in the figure, for if it were-laid off to the same 
scale as a’c, it would not be visible. With a’ as a center and 
the reduced length 7, — A, as a radius let an arc be described. 


Fig. 130. = Big. 131. 


The panel point c must lie somewhere on this arc. Because 
the elastic deformations of the truss members are, however, 
very small, the tangent to the arc may be substituted for the 
nrc itself. A perpendicular to a’c, is therefore drawn at the 
end of the line marked d,. Similarly, d’c, is drawn parallel to 
bc, and its length increased by its elongation A, and a perpen- 
dicular erected at its extremity. The point c’ is therefore at 
the intersection of these two perpendiculars, and the line cc’ 
(not drawn) represents the displacement of ¢ in magnitude and 
direction. 

In view of the exceedingly small values of A as compared 
with Zit is desirable to exclude from the diagram that portion 
which contains the lines representing the lengths of the mem- 
bers themselves. This can readily be done, as it is seen that 
the lines cc, and cc, representing the displacements of a and 4, 
the lines A, and 1,, and the perpendiculars at the extremities 
of A, and A, form a closed polygon. In Fig. 131 it is drawn 
separately to thrice the scale of that in Fig. 130, the pole O 
in the former replacing the point cin the latter. The dis- 
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placements of the panel points a, 4, and ¢ all radiate from the 
pole O. 

Such a diagram is called a displacement diagram. In its 
construction especial care must be exercised in observing the 
directions in which the values of A are to be laid off, constantly 
referring to the panel points of the truss diagram, which for 
the time being are considered as fixed. The lengths of the 
perpendiculars whose intersections locate the successive panel 
points need not be measured. 


Prob. 78. A weight of 15 000 pounds is suspended from a 
ceiling at points 10 feet apart by means of two wrought-iron 
bars, one being one inch square and 9g feet long, and the other 
3/4 inch square and 10 feet long. Find the displacement of 
the point where the weight is attached to the bars. 
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It is required to find the displacements of the panel points 
of a wooden king-post truss whose span is 16 feet and depth 
8 feet, which carries a load of 12 000 pounds at panel point 
6 (Fig. 132). The data required for the construction of the 
displacement diagram is given in the following table. In 
computing A the value of & was assumed I 500000 pounds. 


MemMBeEr. STRESS, LENGTH. | CROSS-SECTION. A MeEmMBER. 
Pounds. Inches, Square Inches. Inches. Number. 
ab = be + 6000 96 36 + 0.0107 Iand5 
Guat fats — 8490 135.75 64 — 0.0120 2and 4 

| Bob -++ 12 000 96 36 + 0.0213 3 


For the sake of illustration let the point @ be fixed, and the 
point ¢ be regarded as perfectly free to move horizontally, 
although in practice such a short span is fixed at both sup- 
ports, since the horizontal movement of c due to the load is 
too small to require a movable support. 
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The displacement diagram may be constructed by beginning 
at any panel point and regarding as fixed its-own position as 
well as the direction of one member attached to it. - Let the 
point @ (which is actually fixed) and the direction of ad be so 


aro) 


? 
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Fig. 136. Fig. 135. 
regarded. In Fig. 134 the point a’ will therefore coincide 
with the pole O and A, will be laid off toward the right, that 
is, in the direction of a toward 0 on the truss diagram. For 
convenience the values of A are marked on the truss diagram, 
and when they are laid off in Fig. 134 they are marked by 
the same numbers as the corresponding members in Fig. L32n 
After &’ is thus determined the displacement of B is next 
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found by regarding a and 2 in the triangle aBd as fixed. The 
elongation A, is laid off upward from 0’, and the shortening A, 
downward from a’, the intersection of the perpendiculars 
giving B’. In the same way c’ is located. The lines OB’ 
and Qc’ are the displacements of B and c. 


In order to show the deformed truss under the conditions 
assumed (that a2 and the direction of ad are fixed), the dis- 
placements are laid off on Fig. 132 to one-tenth of the scale 
employed in Fig. 134, and the corresponding points joined 
by broken lines. The student will observe that the deforma- 
tion shown is greatly exaggerated, and hence the members 
seem to have unduly altered their lengths. 

The primary conditions of the problem, however, require 
that ¢ shall move only in a horizontal line, and therefore the 
entire truss must be revolved about @ as a center until c, falls 
into the horizontal through c. As the arc thus described is 
very small compared with the radius ac, which in turn differs 
but very little from ac, a perpendicular to ac from ¢c, may be 
substituted for the arc without appreciable error. 


In Fig. 135, to which were transferred the displacements 
Ov’, OB’, and Oc’ without the construction lines, the corre- 
sponding path of rotation of c is represented by ¢’c’” which is 
drawn perpendicular to ac in Fig. 132, and continued until it 
meets the line Oc”, which is drawn parallel to the direction 
in which the panel point c is free to move. In this example 
that direction is horizontal, and happens to coincide with the 
line ac, but the statement here given is so framed as to apply 
equally to inclined lines of motion of panel points supported 
by expansion rollers or rockers. When the successive dis- 
placements Oc’ and c’c’” are combined, the resultant displace- 
ment is Oc’. The displacement of B due to the rotation of 
the truss is B’B", which is perpendicular to @B (in Fig. 132), 
and whose length is proportional to its distance from the 
center a. That is, BB’ : cc!’ = aB: ac, from which the 
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length of B’B’” may be conveniently found by similar tri- 
angles. Similarly, as ab equals one-half of ac, 0'0’” equals 
one-half of ¢’c’”".. The resultant displacements are then repre- 
sented in direction and magnitude by OB’, Ob’, and Oc’”, 
and as ais the center of rotation, a’ coincides with a’ and 
Oa’ is zero. 


In Fig. 133 the final position of the deformed truss is hee 
in broken lines, the resultant displacements BB,, 06,, and cc, 
being laid off parallel to and equal to one-tenth of the lengths 
ONOB” "OP | and Oc™ ‘in, Fig.0135: If the deformation 
were not exaggerated the truss diagram aB,c,b, in Fig. 133 
would be equal to @A,c,d, in Fig. 132 in both form and 
dimensions, 


For the purpose of simplifying the construction let the 
three parallelograms in Fig. 135 be completed, and the points 
a’, B’, c’, and 6” joined by lines as indicated. The lines 
Bite oo anc ca (patallel and ‘equal'to B’B™.. b'b'", and 
c’c’"’) represent the displacements of panel points B, 4, and c 
due to rotation about a, and are respectively perpendicular 
and proportional to aB, ab, and ac of the truss diagram, and 
therefore it follows that the diagram a’’B’c’’b" is similar to 
aBcb, and all of their lines are mutually perpendicular. This 
important fact furnishes a means of determining the final dis- 
placements on Fig. 134 in a very simple manner, as follows: 
Through ¢’ draw c’c” parallel to the constrained line of motion 
of the panel point c, and draw a’’c’” perpendicular to ac (in 
Fig. 132), and intersecting c’c” at c’’. On ac" draw a dia- 
gram similar to the truss diagram. The required displace- 
ments are then given by the directions and distances of the 
points B’, o’, and c’ from BY, 6", and ¢ respectively... It is 
thus seen that the points B”’, 6”, and c” in Fig. 134 corre- 
spond to what may be regarded as successive positions of the 
shifted pole O in Fig. 135, which conception aids the memory 
in reading the directions correctly. 
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It is very desirable in practice to reduce the displacement 
diagrams to their most compact form. It will both diminish 
the errors due to slight inaccuracies in the directions of the 
intersecting perpendiculars as well as allow increased precision 
by the use of a larger scale. This result may be secured by 
beginning the construction with the line which suffers the 
minimum change in direction under the influence of the given 
loads. In simple trusses some line may be found at the 
middle which does not change its direction at all, provided 
the truss and the loading are both symmetrical with reference 
to a vertical section at the middle, or which changes but little 
in unsymmetrical trusses. .For a bridge truss with an equal 
number of panels, the middle vertical is such a member, or 
the chords of the middle panel when the number of panels is 
odd. Asan illustration of the effect thus produced, the dis- 
placement diagram for the above truss when the direction of 
the middle vertical and the position of either of its extremities 
is assumed to be fixed, is given in Fig. 136 to the same scale 
as that in Fig. 134. Since a perpendicular to ac through a’ 
meets a horizontal through c’ at a’, the diagram a’’B’c'’b” is 
thereby reduced to zero. If the scale were doubled the 
vertical dimension of this diagram would not be quite equal 
to that of the one previously drawn. With a larger number 
of panels the difference is still greater. In this case the 
diagram makes a direct comparison between the displacements 
of al! the panel points. 


On applying the scale and protractor to the original draw- 
ing the displacement of 4 and 4 were found to be 0.0296 and 
0.0501 inches, their directions being inclined 124° and 214° 
to the vertical. The angles were read only to the nearest 
quarter degree. As the lower chord is horizontal, the dis- 
placement of ¢ is the sum of the elongations A, and A, which 
equals 0.0214 inch. 


In order to avoid the excessive labor of making corrections 
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in the cross-sections of tension members to allow for the effect 
of rivet holes in riveted shapes or of mortices or other cuts ir 
timber, it is customary to use the gross sectional areas and te 
reduce somewhat the coefficient of elasticity. 

Prob. 79. A single-track through Pratt truss railroad bridge 
has 5 panels, each 23.1 feet long and 25 feet deep. Using 
the same notation as in Fig. 96 in Art. 45, the members have 
the following areas of cross-section in square inches: BC = 
Sas 7 Onde = U0, 10.445 00,017.02? aR, 29.75 B0,-11.58: 
Pei Oet etc, iisG0 5. Cd — cl) 8.04. The tie Bc and the 
chord cd are composed of eye-bars of medium steel, and the 
rest of the members are built up with soft steel shapes. 
Find the displacements of the panel points of the lower chord 
due to a live load of 4000 pounds per linear foot combined 
with two excess loads of 26000 pounds two panel lengths 
apart. (Use values of £ of 29 000 000 and 26 000 000 pounds 
for the medium and soft steel.) 


ART. 68. DEFLECTION OF A TRUSS. 


While the displacement diagram gives the actual displace- 
ments of the panel points in the plane of the truss, their 
vertical components only are generally required. When 
bridge trusses are erected they are cambered so that under 
their maximum load the panel points of the loaded chord shall 
not fall below a horizontal line joining the panel points at the 
supports, This camber is secured by shortening the tension 
members by an amount equal to the elastic elongation due to 
the sum of the live and dead load stresses, when the live load 
is so placed as to produce the maximum moment at the mid- 
dle panel point, plus an allowance for clearance in the case of 
pin-connected joints. The compression members are length- 
ened in a similar way. (See Part III, Art. 62.) The maxi- 
mum stresses must not be employed throughout because they 
are not simultaneous. 

If to these changes of length for the members there be 
added the values of A caused by the dead load only, due 
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regard being paid to their respective signs, and the correspond- 
ing displacement diagram be drawn, the vertical components 
of the displacements will give the deflections of the several 
panel points when the bridge supports only the dead load, 
and their values may be used for comparison with the 
observed deflections. Roof trusses supporting horizontal 
ceilings are cambered in a similar manner. 

In the example used in the preceding article, the deflection 
of & is found to be 0.0489 and of B is 0.0276 inch. The 
diagram shows that when two points are directly above each 
other their deflections should differ by the change in length 
of the member connecting them. This may serve as a useful 
test of the accuracy of the drawing. 


Prob. 80. Find the deflection due to the live load, of the 
bridge whose data is given in Prob. 79. 


ART. 69. TRUSS DEFLECTION UNDER LOCOMOTIVE 
WHEEL LOADS. 


The most convenient way to find the stresses in the truss 
members whether the chords are both horizontal, or either 
one or both of them are arched, is the following: Let the 
position of the live load be found which produces the maxi- 
mum moment at the panel point at, or nearest to, the middle 
of the truss (Art. 47 or 51) and with the truss diagram in this 
position on the equilibrium polygon let the closing line be 
drawn as well as the chords of the polygon whose horizontal 
projections equal the successive panel lengths in magnitude 
and position. The extremities of these chords connect the 
points two and two where the verticals of the truss diagram 
intersect the equilibrium polygon. By drawing rays parallel 
to these chords through the pole they will cut off on the ver- 
tical load line the panel loads for this position of the wheel 
loads, and a ray parallel to the closing line will divide the 
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reactions. The stress diagram, which is similar to that for 
dead load, may now be completed in the usual manner. 

The following table gives the required data for determining 
the deflection of the double-track through bridge No. 77 of 
the second division of the Baltimore and Ohio Railroad, due 


MEMBERS, STREss. LENGTH. CROSS-SECTION. A MeEmMBeER, 

tooo lbs. Inches. Square Inches. Inches, Number. 

ab = be -+ 287.0 321 36.0 +- 0.0882 11, 8 
cd -+ 360.0 321 46.0 -++ 0.0866 4 
de -+ 356.0 321 46.0 ~- 0.0856 14 

of = fg + 266.5 321 36.0 + 0.0819 18, 21 
BC — 369.0 329 65.12 — 0.0717 6 

C= PDE. — 414.0 321 71.52 — 0.0715 2, 12 
EF — 365.0 329 65.12 — 0.0709 16 
aB — 413.0 464.7 76.44 — 0.0966 Io 
Bb -++ 140.0 336 17.52 + 0.1033 9 
Be + 106.0 464.7 23.50 + 0.0804 5) 
Ce + 12.5 408 30.6 -+- 0.0064 5 
Cd + 87.5 519.1 34.0 + 0.0514 3 
Dd fo) 408 20.6 fo) I 
dE + 94.5 519.1 34.0 + 0.0555 13 
Ee + 5.0 408 30.6 -+ 0.0024 15 
ef -+- 130.0 464.7 7232656 + 0.0986 | 17 
Lf -+ 106.0 336 17.52 + 0.0782 19 
fy — 386.5 464.7 70.44 — 0.0903 20 


to the specified live load of two B. & O. typical consolidation 
locomotives and train. The form of the truss is shown in 
Fig. 137. The lower chord consists of eye-bars of medium 
open-hearth steel, while the upper chord and web members are 
built up of shapes of soft steel. There are no counters, The 
stresses were found in the manner described above, the stress 
diagram being drawn to a scale of 50 000 pounds to the inch. 
The value of the coefficient of elasticity was assumed as 
26 000 coo for soft and 29000000 pounds for the medium 
steel. 

The displacement diagram, shown in reduced size in Fig. 
138, was constructed by assuming the position of d and the 
direction of dD as fixed. As the elongation of this member 
is zero, it is the same condition as to assume that the position 
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of D.and the direction of Dd are fixed. The truss mem- 
bers are numbered in the order in which their values of 
1 were used in constructing the diagram. As the left end of 
the truss is fixed and the right end rests on expansion rollers, 
a’ coincides with a’, and g” lies in a horizontal through g’ 
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directly above a’. The distance ag” is too small a span to 
permit a diagram similar to the truss diagram to be drawn 
without confusion of points. As, however, only the deflec-: 
tions are desired, the necessity for this diagram may be 
obviated by the following construction of a deflection polygon. 

Let a, be obtained by projecting a’ across on the vertical 
through a, and similarly for g,. The intersection of the line 
joining a, and g, with any vertical, as for example that 
through ¢, gives a point c, whose height is the same as c” 
would have been if the diagram a’. . . g’’ had been drawn. 
By projecting 6’c'd’e’ and J’ on the corresponding verticals and 
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joining them as indicated, a polygon will be obtained whose 
ordinates at the panel points represent the corresponding 
deflections of the panel points of the lower chord. The values 
of the deflections in inches are marked on the diagram. The 
scale of the original displacement diagram was 0.060 inch to 
an inch. A deflection polygon for the panel points of the 
upper chord might also be drawn, if desired; but as these 
points are united to the lower chord by verticals, their deflec- 
tions may be obtained by subtracting the elongations of the 
verticals from the corresponding deflections marked on the 
diagram. 


Prob. 81. What change in the deflection would be caused 
in the truss used in this article by substituting medium steel 
eye-bars for Bc and Cd with sectional areas of 24.0 and 20.25 
square inches respectively? 
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ANSWERS TO PROBLEMS. 


Prob. 1. 56.8 pounds, making an angle of 37° 35’ with the 
smaller force. 

Prob. 2. 43.6 pounds, 36° 35’ and 83° 25’. 

Prob. 4. 107.8 pounds and 129° 20’. 

Prob. 5. 2 800 pounds. 

Ftop. 0, Sp 5.50, 9, = — 3.27, S, = — 5.86, and S,= + 
5.95 tons. 

POreo.o 5, = — 43.0, 9, 5, = 4 100.1, ‘and S, = +436 
pounds. 

Prob. 9. Resultant = 279.7 pounds, and angle with greater 
force:=.1 45°: 

Prob. 11. Resultant = 4 tons, is parallel to forces and 6 feet 
from greater force. 

Prob. 12. 177.1 and 192.9 pounds. 

Prob. 13. Maximum shear = + 4000 pounds, maximum 
moment = ++ 20 000 pounds-feet. 

Prob. 15. Maximum shear = — 6 tons, maximum moment 
= — 30 tons-feet. 

Prob. 16. Maximum shear = — 6 tons, maximum moment 
= — 30 tons-feet. 

-Prob. 17. 0.70 inches from the back of channel iron. 

Prob. 18. 500 pounds, 15.27 feet from the first force. 

LrOo monn 451A = 7,10,X-10.81 = 76.75 inches’, and 
eerie te Oe 0,51 == 3.62 inches’. 
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Prob. 22. Stress in AC = BC = — 2290 pounds, and in 
CD = + 2050 pounds. 

Prob. 23. Apex loads = 1.48, 1.20 tons; reactions = 4.44, 
3.60 tons. 

Prob. 24. 2.79, 8.37, 2.04, and 6.12 tons. 

Prob. 25. Apex loads = 2.15 and 1.61 tons. Dead load 
stresses are: in upper chord, — 12.03, — 9.78, — 10.10; in 
lower chord, + 10.75, + 6.45; and in braces, — 2.30, — 2.30, 
+ 4.29 tons. The corresponding snow load stresses are, 
— 9.00, — 7.32, = 7.560; -- 3:05, 44.83; —71-72;, 7, 
+- 3.21 tons. 

Prob. 27. AB= 2035, BC = 2 750, and CD = 814 pounds, 
the normal wind pressures being 38.2 and 15.6 pounds per square 
foot. 

Prob. 28. Apex load = 1.86 tons; reactions = 3.84 and 1.74 
tons. Stresses in upper chord, — 5.82, — 6.75, — 5.36, — 3.49, 
— 3.49, — 3.49; in lower chord, + 6.51, + 4.43, + 2.35, 


+ 2.35, + 2.35; and in braces, — 2.08, + 2.94, — 3.12, + 3.75, 
O, O, O, and o tons. 


Prob. 32. Apex load = 2.05 tons; reactions at free end, 2.30 
and 4.99 tons. Stresses for wind on fixed side are: in upper 
chord, — 8.93, — 7.45, — 5.98, — 4.51, — 5.04; in lower chord, 
+ 11.22, + 8.98, + 6.73, + 4.48; and in braces, — 2.52, + 1.15, 
— 3.21, + 2.30, — 4.11, + 3.45, and o tons. Lower chord 
stresses are diminished 3.75 tons for wind on free side. 

Prob. 34. Dead apex loads = 0.70, 1.40, 1.40, etc. ; snow apex 
loads = 0.43, 1.08, 1.30, etc.; and wind apex loads = 1.74, 2.35, 
and 0.70 tons. Maximum stresses in upper chord, — 11.0, 
— 10.3, — 8.7, — 9.4; in lower chord, + 9.4, + 8.4, + 6.4; and 
in braces, + 1.9, + 2.7, + 1.7, + 3.3 tons. Minimum stresses, 
— 3.9, — 3.3, — 3-4, — 4.0; — 0.7, + 0.8, + 2.3; + 1.0, — 1.2, 
— 0.2, and — 0.5 tons. 

Prob. 36. Dead, snow, and wind apex loads are 0.91, 0.84, 
and 1.49 tons. Maximum stresses in upper chord, — 14.45, 
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— 11.38, ~ 9.56; in lower chord, + 13.96, +9.41; and in 
braces, — 3.82, + 2.06, — 3.21, + 3.44 tons. Minimum stresses, 
— 5.00, — 4.07, — 3-39; + 4.55, + 3-34; — 1.02, --0.55, 
— 0.85, and + 1.21 tons. 

Prob. 372d = ce = — 4.31, €9 = Ch = — 1.73, ad = +- 3.01, 
bf = +- 1.26, bh = + 1.57, de =0, ef = + 3.55, fg = + 0.39, 
and gh = o tons. 

Prob. 38. Apex loads = 0.6, 1.2, and 0.6 tons. Designating 


the members as in Fig. 51, the stress 6f = — 4.15, cg = — 3.61, 
ak = dl = — 2.06, ef = + 3.76, eh=+1.50, e@= + 1.88, 
/Z = — 1.08, gh = + 2.36, Ak = +0.47, and 4/ = 0 tons. 


Prob. 39. Dead panel load per truss = 1.98, live = 4.70 tons. 

Prob. 40. Panel loads = 2.83 on upper, and 5.67 tons on 
lower chord. Stresses in upper chord, — 39.4, — 47.3, — 47.3; 
in lower chord, + 23.6, + 23.6, + 39.4, + 47.3; and in web 
members, — 34.7, + 5.7, + 23.2, — 11.3, + 11.6, 0, and o tons. 

Prob. 41. Maximum stresses in upper chord, — 46.6, — 123.3, 
— 169.2, — 184.5; in lower chord, + 92.0, + 153.3, + 183.9 
tons. Minimum stresses, — 122, — 31.5, — 43.0, — 46.8; 
+ 23.1, + 38.5, + 46.2. 

Prob. 43. Panel load = 0.79 tons. Stresses in the chords, 
3.4, 6.2, 8.4, 9.9, 10.9, 11.2; in diagonals, — 5.5, + 4.5, + 3.5, 
+ 2.5, + 1.5, +0.5; and in verticals, + 0.8, — 2.8, — 2.0, 
— 1.2, — 0.4, and o tons. 

Prob. 44. Panel load due to truss is 1.074, and that due to 
train is 4.0 tons. Stresses in upper chord for south wind, 0, 
-- 2.0; for north wind, — 2.0, — 2.7 tons. In the lower chord} 
oO, +15.9, + 25.4; — 15.9, — 25.4, — 28.5 tons. Maximum 
wind stresses in diagonals of upper lateral system, + 2.6, + 0.9; 
in struts, — 1.6, — 1.1 tons. In lower lateral system, + 20.3, 
+ 13.3, + 7.3; — 12.7, — 8.3, and — 5.1 tons. 

Prob. 46. The greatest reduction of stress is in RC, and 
equals 4.7 + 76.4 = 6.2 per cent. 

Prob. 47. Maximum stresses in upper chord, — 56.0, — 53. 2; 
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— 52.1; in lower chord, + 50.0, + 50.0, + 51.3; in main ties, 
+ 8.3, + 8.7; in counter ties, + 7.3, + 8.0; and in verticals, 
+ 10.0, + 9.4, +9.0 tons. Minimum stresses in chord, — 14.0, 
— 13.3, — 13.0, + 12.5, + 12.5, + 12.8; in diagonals, 0; and 
in verticals, + 2.5, +0.2, — 0.3 tons. 

Prob. 48. Maximum stresses in the chords, — 100.0, +- 109.7, 
+ 105.9, + 103.0, + IOI.I, + 100.1 ; in main ties, + 9.0, + 10.2, 
+ 10.9; in counters, + 7.7, + 9.0, + 10.2, and in verticals, 


— 10.0, — 12.4, — 14.2, — 15.2 tons. Minimum stresses in the 
chords, — 30.0, + 32.9, + 31.8, + 30.9, + 30.3, + 30.0; in 
diagonals, 0; and in verticals, — 3.0 tons. 


Prob. 51. 42.5 tons. 

Prob. 52. Dividing the span into eight equal parts, the 
flange stresses at the sections are 0.0, 16.0, 26.4, 32.6, and 35.1 
tons. The absolute maximum is 35.2 tons at 4 inches from 
center of girder. The ‘shears aré 20.1, 16.3, 12.8,10.4, ana Oct 
tons. 

Prob. 53. Maximum stresses in chords, 86.2, 138.1, 167.1; 
in end post, — 135.2; in main ties, + 95.4, + 60.1, + 28.0; in 
counter ties, + 3.5, + 28.0; and in verticals, + 40.8, — 48.3, 
and — 23.5 tons. Minimum stresses in the chords, 20.5, 24.2, 
41.0; in end posts, — 32.2; in main ties, + 17.9, vu, 0; in 
counter ties, 0, O; and in verticals, + 6.3, — 1.9, and — 1.9 tons. 
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Abbreviated method for wind stress, 
54 
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Ambiguous stresses, 61, 194 
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Pratt truss, I19 

Apex loads, 36 

Arithmetic, graphical, 30 

Arrow, circular, 41 
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Bicycle wheel, 211 
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Bridge trusses, 67-111 


Camber, 221 
Cantilever beams, 24 
Center of gravity, 27 
Character of stresses, 10, II, 39 
Chord increment, 73 
stresses, 153 
Chords, 33 
Circular arrow, 41 
Composition of forces, 3, 4 
Concentrated loads, 20 
Counter braces, 77, 82, 93, 162, 203 
ties, 77, 87, 96, 123, 204 
Crane truss, 9 
Crescent truss, 59 
Cycle of stresses, 162 


Dead loads, 34, 67 
Dead load stresses, 38, 69 
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Definitions, 33 
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under locomotive loads, 
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Deformation of trusses, 214-225, 216 
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minimum stresses, 80, 
82, 95 
Displacement diagram, 214, 217, 223 
Double intersection truss, 193 
systems, 192 


Elastic deformation of trusses, 214- 
225 
Ends of trusses, 48, 50 
Equilibrium, 3 
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conditions of, 7, 13 
forces in, 3, 5 
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115,117, 120, 124,129, 
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Equilibrium polygon, properties of, 
15 
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External forces, 38, 42 
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Ferris wheel, 208 
Fink truss, 61 
Floor beam, 120, 130 
reactions, 139 
Force polygon, 4, 152 
representation of a, I 
triangle, I 
Forces, composition of, 3, 4 
in equilibrium, 3, 5 
resolution of, 3, 4 
resultant of, I, 2,4 


Graphical arithmetic, 30 
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Howe truss, 82, 139 


Inflection point, 25, 26 
Initial tension, 87 
Internal stresses, 38, 42 


Joints, 33 
equilibrium at, 10, 11 
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Lattice girder, 196 
Live loads, 68 
Live load stresses in Pratt truss, 77 
Warren truss, 
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Methods, 1-3?, 54 
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Miscellaneous trusses, 175-213 
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wheel load, 117, 
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simultaneous, 135 


Normal wind pressure, 47 
Notation, 34, 152, 175 


Overhanging beams, 24 


Panel, 36 

loads, 37, 69 

effect of divided, 72 

point, 76 
Parabola, construction of, 23 
Parabolic bowstring truss, 99 
Pegram truss, 175 
Pennsylvania truss, 182 
Plate girder, analysis, 114 
Points of division in panels, 144 
Pole, 14 

distance, 17 
Polygonal frame, II 
Position of wheel loads, 147 
for maximum floor beam 
reactions, 139 
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Position for maximum moments in 
plate girders, 125 
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for maximum shears in 
trusses, 137, 139 
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164, 184, 187, 190, 195 
Pusts, 146, 156, 175 
} tatt truss, 84, 88, 139 
analysis, I19 
live load stresses, 77 
Principles, 1-32, 33 
Purlins, 35 


Quadruple system, 192 


Rafters, 35, 44 
Range of stress, 58 
Rays, 14 
Reactions, determination of, 48, &4, 
58, 189 
effective, 37, 70 
floor beam, 139 
of beams, 18 
Reciprocal figures, 10 
Representation of forces, I 
Resolution of forces, 3, 4 
of the shear, I5f 
Resultant of forces, I, 2, 4, 5, 13, 16, 
I50, 166, 167 
Rise of truss, 33 
Roof trusses, 33-66 
Roof truss with counter braces, 203 


Shear diagram, 21, 23, 25, 105. 118, 
120, 134, 200 
division of area, 201 
Shears in plate girders, 131 
in trusses, 136 
Sheathing, 35 


Shingling, 35 

Simple beams, 20, 22 

Simultaneous moments, 135 

Snow loads, 34, 35 

load stresses, 83 

Span, 33 

Stress diagram, construction of, 9, 
39, 43, 45, 49, 50, 
52, 60, 61, 70, 75, 


79, 93, 204, 209, 
211 
defined, 10 


Stresses, determination of, 10, II, 39 
due to track curvature, 174 

Stringers, 120, 130 

Strut, 34 

Subverticals, 182 

Suspender, 121 


Tabulation of web stresses, 75, 78. 
86, 95, 206, 207 
Tie, 34 
Train loads, 69 
Triangular roof truss, 44, 57 
Truss, defined, 33 
diagram, 10 
with fixed ends, 48 
with one end free, 50 
Trusses with broken chords, 144-174 . 
Typical locomotive, 112 


Uniform loads, 22 
Unsymmetrical loads, 64 
trusses, 64, 187 


Vertical shear, 21, 22, 25, 73, 142, 
I5I, 158 
sign of, 21, 143 

Verticals, maximum stresses, 81, 82, 
95, 161 

minimum stresses, 81, 82, 
95, 163 

relation of stresses to diag- 

onals, 81, 95-98, 146, 162 
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Warren truss, double system, 192 Wheel loads, locomotive, 112-143, 
quadruple system, 196 147, 222 
Web members, 33 (See also Position of 
Weight of highway bridges, 67 wheel loads.) 
railroad bridges, 67 Whipple truss, 193 
roof covering, 35 Wind loads, 46 


roof trusses, 35 stresses, 48, 50, 54, 84, 171, 204 
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16mo, mor. 1 
Fowler’s Sewage Works Analyses.. 2me; 62 
Fresenius’s Manual of Qualitative Chemica ‘Analysis’ ” (Wells. re Re as ee 8vo, 5 
Manual of Qualitative Chemical Analysis. Part I. Descriptive. (Wells.)8vo, 3 
Quantitative Chemical Analysis. (Cohn.) 2vols............... 8ve, 12 
When Sold Separately, Vol. I, $6. Vol. II, $8. 
Btrertes sawater, and Publict Health i tonmion eicsyetue visoee a cietae pieroehaciee 12mo, 1 
Furman and Pardoe’s Manual of Practical prog Nas h disease guctaetetase Goneacontes 8vo, 3 
* Getman’s Exercises in Physical Chemistry. . Vesna kee Oo miele Selteiere BESO. ee 
Gill’s Gas and Fuel Analysis for Engineers. . Pram Pepto med et 
* Gooch and Browning’s Outlines of Qualitative: Chemical Tae 
Large 12mo, 1 
Grotenfelt’s Principles of Modern Dairy Practice. (Woll.)...........12mo, 2 
Groth’s Introduetion to Chemical Crystallography (Marshall). ....... Bae i | 
* Hammarsten’s Text-book of Physiological Chemistry. (Mandel.).....8vo, 4 
Hanausek’s Microscopy of Technical Products. Selene us Hoisiaisio a estimate 8vo, 5 
* Haskins and Macleod’s Organic Chemistry....... Soe -12me, 2 
* Herrick’s Denatured or Industrial Alcohol. ..-. aalsabse santero 8vo, 4 
Hinds’s Inorganic Chemistry. . Ati aye la soa Whale eerahavalnrcheral ofat pie) ret nen eee 8vo, 3 
* Laboratory Manual for Studentess ear we eye LAINO.L. 
* Holleman’s Laboratory Manual of Organic Chemistry we Beginners, 
(Walker.).. Sho ecceeny antes -l2mo,, 1 
Text-book of Teenie Chatnietry.| "“(Coonen: re Da akaseles HCO eae 
Text-book of Organic Chemistry. (Walker and Mott. Soe ner SV, 52 
Holley’s Analysis of Paint and Varnish Products. (In Brera 
*Leadiand /Ziae Pigme|nts. a. wien alafcrerefuistusecrcuepn elite sree Large 12mo, 3 
Hopkins’s:Oil-chemists! laid books c.cvclyinjssabergiscebersiers coelonetaleteie eeeinie ancien 8vo 3 
Jackson’s Directions for Laboratory Work in Physiological Chemistry. .8vo, 1 
Johnson’s Rapid Methods for the Chemical Analysis of Special Steels, Steel- 
making AlleysvandsGraphitescn cise scien cl sl assteteierteee Large 12mo, 3 
Landauer’s Spéctrum: Analysis, «(Dingle))e.c. nce aca vers cre cetereteireaes 8vo, 3 
Lassar-Cohn’s Application of Some General Reactions to Investigations in 
Organic Chemistry. (Tingle.).. -12mo, 1 
Leach’s Inspection and Analysis of Food aah, Special References fe State 
Control.. i pe eeSvo, 2 
Lob’s Electrochemistry of ‘Organic Comapounest (Doveag yen NeaemaceteoN Ou ac 
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Lodge’s Notes on Assaying and Metallurgical Laboratory Experiments. .8vo, 


Low’s Technical Method of Ore Analysis.............006 niniaelchn SOC OO KON 
Lowe's. Paint for Steel Structures’. ......-0.eecceces eee Nin Sena aay; 
Lunge’s Techno-chemical Analysis. (Cohn.).. sjorsie so L2IMO, 
* McKay and Larsen’s Principles and Practice ae Butter: imaving LOTS es 8vo, 
Maire’s Modern Pigments and their Vehicles............. Apter ar 12mo, 
afeel s Handbook for Bio-chemical Laboratory. . .12mo, 
* Martin’s Laboratory Guide to Qualitative ‘Analysis “with ‘the Blownine 
12mo, 
Mason’s Examination of Water. (Chemical and Bacteriological.)......12mo, 
Water-supply. (Considered Principally from a Sanitary Standpoint.) 
8vo, 
* Mathewson’s First Principles of Chemical Theory. . Loiene 8VO; 
Matthews’s Laboratory Manual of Dyeing and Textile Chemistry. Satsielen 8vo, 
TLextilesBibres. 2d) Edition, Rewrittens.c.asieats ce teeta sine vecien se 8vo, 
* Meyer’s Determination of Radicles in Carbon! Compounds. (Tingle.) 
Aniiir UT ATION re cactereletc srarats cieYo" nyels \eye wvaera evens vocoit hore igs ros cr hetaoe 12mo, 
Miller’s Cyanide Process......... Sad MOP SST Ce oe con are SH Drcrorreal sean 
Masai oneASsa vine a schon cer ieee pe aerator aaa eI ER Ca le ache CO 12mo, 


Minet’s Production of Aluminum and its Industrial orn (Waldo.)...12mo, 
* Mittelstaedt’s Technical Calculations for Sugar Works. (Bourbakis.) 12mo, 


Mixter’s Elementary Text-book of Chemistry..... Said letereri ese sit a taste ra 12mo, 
Morgan’s Elements of Physical Chemistry........... Soh OAC eS 12mo, 

* Physical Chemistry for Electrical Engineers.........sssscsceeees .12mo, 
* Moore’s Experiments in Organic Chemistry......:...ceecvecesves 12mo, 

* Outlines,of Organic Chemistry........... F Saab de te ora Clee kaise 12mo, 
Morse’s Calculations used in Cane-sugar Factories...............-16mo, mor. 
* Muir’s History of Chemical Theories and Laws...........c0+-+eeee> 8vo, 


Mulliken’s General. Method for the Identification of Pure Organic Compounds. 
Vol. I. Compounds of Carbon with Hydrogen and Oxygen. Large 8vo, 
Vol. II. Nitrogenous Compounds. (In Preparation.) 


Vol. III. The Commercial Dyestuffs............ vevele os MluargEISVvos 
* Nelson’s Analysis of Drugs and Medicines... ........:eeececccees 12mo, 
Ostwald’s Conversations on Chemistry. Part One. (Ramsey.)......12mo, 
as Part Two. ~(@urnbulk).. 0. 12mo, 
* Introduction to Chemistry. (Hall and Williams.)..... . Large 12mo, 
Owen and Standage’s Dyeing and Cleaning of Textile Fabrics....... ,.12mo, 
* Palmer’s Practical Test Book of Chemistry. . rik oli Leo, 


* Pauli’s Physical Chemistry in the Service of Medicine. " Fischer) .-12mo, 
Penfield’s Tables of Minerals, Including the Use of Minerals and Statistics 


OLADOMESTIC™ PLOGAMCTLON dia. c/s cPelojeletelpivwiows Wie oe sucte ewe wis peiwiee .8vo, 

Pictet’s Alkaloids and their Chemical Constitution. (Biddle.).. . -8VvO, 
Poole’s Calorific Power of Fuels. . a GaGINGieinaiials ete siete’ s 8vo, 
Prescott and Winslow’s Elements of Water Bacteriology, with Special Refer- 
ENCE LO SAMitAaLy WWLALTETIADALY SIS ec pins.ceaisiecctis wis dia stouria © vive» LINO, 

FRetsi eS GAGE toy PIECED VEL S: le fail beg sisicin’ oo» «ele tie viceforeie's.ai0 ac0 aie ein 49 8vo, 
Richards and Woodman’s Air, Water, ned "Food aes ¢ a Sanitary Stand- 
point.. i Sala tele bale ie Pie aiactate ys alaieles Aine ».-8vo. 
Ricketts and Miller’ s Motes'S on i Masawiig aval A taite 38 phe eine te's wipe bes 8vo, 
Rideal’s Disinfection and the Preservation of Food.. eiae waitahiviots eae lel 8vo, 
Riggs’s Elementary Manual for the Chemical Laboratory..........-++++ 8vo, 
Robine and Lenglen’s Cyanide Industry. (Le Clerc.).......+++2+++++8VO0, 
Ruddiman’s Incompatibilities in eee ee, homies dard ve elas 8vo, 
Whys in Pharmacy.. SHU DD OOD EE aD 12mo, 

* Ruer’s Elements of Metallography. ' (Mathewson. we RS iret te eerie +. .8VoO, 
Sabin’s Industrial and Artistic Technology of Paint and Varnish. . .8vo, 
Salkowski’s Physiological and Pathological Chemistry. (Orndorff. aa Be 8vo, 
* Schimpf’s Essentials of Volumetric Analysis.......+.+- . Large 12mo, 
Manual of Volumetric Analysis. (Fifth Edition, Rewritten) Sys SOV} 

* Qualitative Chemical Analysis...........-- siwatel este oh bie nels 8vo, 

* Seamon’s Manual for Assayers and Chemists......,..+++0+. Large 12mo 
Smith’s Lecture Notes on Chemistry for Dental Students. BAC Sea Mere 8vo, 
Spencer’s Handbook for Cane Sugar Manufacturers..... decesiueatn LODO; TONY 
Handbook for Chemists of Beet-sugar Houses.,..........+-++16mo, mor, 
Stockbridge’s Rocks and Soils.. ‘ eects. CR Reais ate te ReneS OVO} 
Stone’s Practical Testing of Gas aad Gas ‘Meters, Be ea elek cin sis Gee vable OVO} 


* Tillman’s Descriptive General Chemistry..,..ssssecssvarerseeeenees 2 OVO, 
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* Tillman’s Elementary Lessons in Heat ..........0+% pista sistghe eielele =a OVO; 
Treadwell’s Qualitative Analysis. (Hall.)................ Gt etainratserete ce 8vo, 

Quantitative Analysis. (Hall.).. Tadao Suis EA eee oleae atete tebetete 8vo, 
Turneaure and Russell's Public Water: pies) Welele od Veheicetet a OVOs 
Van Deventer’s Physical Chemistry for Beginners? S(Boltwood): vee Lon. 


Venable’s Methods and Devices for Bacterial Treatment of Sewage..... .8vo, 
Ward and Whipple’s Freshwater Biology. (In Press.) 


Ware’ Ss Beet- ‘sugar Manufacture and Refining, Vol. I.. aberstnaraeteats 8vo, 

a Vol. i. SC ae ue 
Washington’s Manual of the Chemical Analysis of Rocks... ane sare Os 
* Weaver soMilitary Explosives, tits. accel cies sia lelecie Uliatelete cia cheteteiers 8vo, 


Wells's Laboratory Guide in Qualitative Chemical Analysis............8vo, 
Short Course in Inorganic Qualitative Chemical Analysis for Engineering 


Students. Cir ee cw cietace b eatoreae Pe Porta CIRCLE Cie 12mo, 
Text-book of Chemical Arithmetic... 7.20. jtlees c+ + oe eve cine o> L2INO, 
Whipple’s Microscopy of Drinking-water.............000 22sec ee ee eres -BVO, 
Wilson’s Chlorination Process... ...5..::.00+006 Rida gi ci ayalle hai 5 lene a teh see 12mo, 
Cyanide Processest: srirtcriec strides e's ie ceeal Patslaneher a apereiere Teds a as 12mo, 
Winton’s Microscopy of Vegetable Foods......0......sseeeececeeeere 8vo, 


Zsigmondy’s Colloids and the Ultramicroscope. (Alexander.).. Large 12mo, 
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BRIDGES AND ROOFS... HYDRAULICS. MATERIALS OF ENGINEER- 


ING. RAILWAY ENGINEERING. 


* American Civil Engineers’ Pocket Book. (Mansfield Merriman, Editcr- 


Arte hitehe YA LOs Maer Rede mateo t caeray ole eekaharavana me lcam Naweh area ant 16mo, mor. 

Baker’s Engineers’ Surveying Instruments. . bee .12mo, 
Bixby’s Graphical Computing Table. . aes be Benen “194 x 244 inches. 
Breed and Hosmer’s Principles and Practice of ‘Surveying. Vol. I. Elemen- 
LAT YAO UL VS V UTR was ik vid delete fa Sere Tee lac ron lien al efateetcshc peli erates eeanCee 8vo, 

VolilEb abigher! Sunveyin gwar < sais ones) Ravana testes’ cron crate actatemiaeeste 8vo, 

* Burr’s Ancient and Modern Engineering and the Isthmian Canal...... 8vo, 
Comstock’s Field Astronomy for Engineers........ rae SRO Race rh .8vo, 
* Corthell’s Allowable Pressure on Deep Foundations 9 Rat kin arareeoe Tt ar 12m, 
Crandall’s Text-book on Geodesy and Least Squares................-. 8vo, 
Davisisthlevationvand: Stadrat Ma Dies: 27% ciateiet ers lelntel olarole,cusnansi barere) oherepetel a 8vo, 
Elliott’s Engineering for Land Drainage. . me aisalaierare weal aloe ohels Sere eee OTL ON 
* Fiebeger’s Treatise on Civil Hngineering! NRE ad rae tao 24 
Flemer’s Photatopographic Methods and Tastruments). Vceitd an eis ve OOP 
Folwell’s Sewerage. (Designing and Maintenance.).. delete Wa vatenele aie VOp 
Freitag’ s Architectural) Pugin Cerin. i. critatsiecisclstelelecoinia ovels eceivte snetn ate) re eVOL 
French, and ‘vests Sterantomayn eye. v6 i eras fk oe dates aha eiios Eau 8vo, 

Gilbert, Wightman, and Saunders’s Subways and Tunnels of New York. 

(In Press.) 

* Hauch and Rice’s Tables of Quantities for Preliminary Estimates...12mo, 
Hayford’s Text-book of Geodetic Astronomy...........eeeeeeeeeeeees 8vo, 
Hering’s Ready Reference Tables (Conversion Factors.).........- 16mo, mor. 
Hosmer’s Azimuth. . wae Nstayercrs eran stile tra eieralk OLNO pens 
* Text-book on Beractical Ketones bale arsvara tt outer ethaieieie apaen eee eae s 8vo, 
Howe's'\Retaining -Wialls-for Barthes oe cous sok ane ceie ae tee crete mime aiene 12mo, 
* Ives’s Adjustments.of the Engineer’s Transit and Level....... 16mo, bds. 
Ives and Hilts’s Problems in Surveying, Railroad Surveying and Geod- 
Ch Rae WOR TOE tA eee A UAL ha cor me aA oc) 16mo, mor. 

* Johnson (J.B.) and Smith's Theory and Practice of Surveying. Large 12mo, 
Johnson’s (L. J.) Statics by Algebraic and Graphic Methods............. 8vo, 
* Kinnicutt,-Winslow and Pratt’s Sewage Disposal.............ese005 8vo, 
* Mahan’s Descriptive Geometry. . % Sieve ae VeRO VOL 
Merriman’s Elements of. Precise Surveying and ‘Geodesy; Patt Rr 3 8vo, 
Merriman and Broaoks’s Handbook for Surveyors.............. 16mo, mor. 
Nugent’s' Plane Starme ying srsece o's) sraycicletw wot abel ioe cel ste allel Ghee leiete hetero 8vo, 
Ogden's Sewer Constructions. tiidisen ceiraterae'e Wlevaletcatslestrie ceiret eee S VO} 
Sewer Designs - 4s 0.4.5 vin 6 6.0 oly cede aay diene vis ele waanatartlene lo che nee ene 12mo, 
Parsons's Disposal of Municipal Refuse)... 0. ..css es ee ceae ec eee wee 8vo, 
Patton's Treatise on Civil Engineering..... ‘epene Cherm ovo; naleeatier: 
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Reed’s Topographical Drawing and Sketching...........0.--00ecccuee 4to, 
Riemer’s Shaft-sinking under Difficult Conditions. (Corning and Peele.) .8vo, 


Siebert and Biggin’s Modern Stone-cutting and Masonry.............. 8vo, 
Smith’s Manual of Topographical Drawing. (McMillan.)................ 8vo, 
Soper's-Ainjand Ventilation of Subways-ccss<scc ci ee bcG les caicece 12mo, 
* Tracy’s Exercises in eee Ui £060 GROG PISO a RAT TREO A ae cee mor. 
Tracy’s Plane Surveying. . eke leis DiereiesM ins cis ove LOMO, MOK: 
Venable’s Garbage Crematories i in America. . bataislore =) cS.O3 
Methods and Devices for Bacterial Treatment ee Sewage. Eel sianst es 8vo, 
Wait’s Engineering and Architectural Jurisprudence.. seule patetenee ee VOR 
Sheep, 

Pavol Contiractomossrnstoon ta treteranc ie Woe oes chee alae eee ee ahe aes 8vo, 
Yaw of Operations Preliminary to Construction in Engineering and 
Architecture estore aness hakeucholisiateer cinta leteretentratn Grube) sravekotane inicee oteiohe 8vo, 

Sheep, 

Warren’s ie Eee in Stone-cutting.. ne .8vo, 


* Waterbury’s Vest-Pocket Hand-book of Mathematics. for. rgmeers! 
2% X 5% inches, mor. 


* Enlarged Edition, Triciading Bbaltolees Ar Ryend esate sre ee aoetceaeee aes mor. 
Webb’s Problems in the Use and Adjustment of Engineering Instruments. 
16mo, mor. 

Wilson’s Topographic Surveying.......... I a SI PIC OCLC NCS Aes he 8vo, 


BRIDGES AND ROOFS. 


Boller’s Practical Treatise on the Construction of Iron Highway Bridges..8vo, 


MMU ATMES IRTVCT STIG GE Ut aus cats oc: stele ine Sine pieiene card wa leeees Oblong paper, 
Burr and Falk’s Design and Construction of Metallic Bndee Ser avete kere &vo, 
Influence Lines for Bridge and Roof Computations................+ 8vo, 
Du Bois’s Mechanics of Engineering. Vol. II...................Sma4to , 
Fostér’s Treatise on Wooden Trestle Fee Sr a ae AE nee eee? 4 rom 
Fowler’s Ordinary Foundations... Pt APS Siole STS OVOE 
Greene’s Arches in Wood, Iron, and Stone.. Bee ee Nae Sia cle iaiehetalsecaterer oO} 
Piri Cemmr SSeS neues, hie h sins ees tev eh sroteany ster ievesZons, lerokeraicie felis fant sccuevabelarel eves 8vo, 
Roof Trusses. . 5 Ramis Ase ie isistcioeie sree VOs 
Grimm’s Secondary Stresses i in a Bridge Trasses:. is Persie OV Os 
Heller’s Stresses in Structures and the Accompanying Decrmanoct . .8voa, 
Howe’s Design of Simple Roof-trusses in Wood and Steel.. Meera ; .8v0. 
WyMmetnicals Mason y- ATCHES crn weseis be serie i0 s civ. eimiele tie lsie/s e,eyere ele 8vo, 
PEL CATISE OLE ATIC LCS Mit Gasset esis Bie ee iace-OhiGle at user ote asaias ie sp ue, prin ole, & 8vo, 
* Hudson’s Deflections and Statically Indeterminate Stresses .... .Small 4to, 
MOL ates MARC ED ICAI tate a trinsic er atirerota Ge Maes has eee ab ne. Od, 0 chic, ste tave hak ees 8vo, 


* Jacoby’s Structural Details, or Elements of Design in Heavy Framing, 8vo, 
Johnson, Bryan and Turneaure’s Theory and Practice in the Designing of 


Modern, S tamied. Structures: oi0 ies elese as whee bene bo Small 4to, 
* Johnson, Bryan and Turneaure’s Theory and Practice in the Designing of 
Modern Framed Structures. New Edition. PartI......... 8vo, 
KAA eat MON TI) ES CAEL ria tahstecs ee nie aieen socue fret B Ue clare rete tie a. a) acaies dl 8vo, 
Merriman and Jacoby’s Text-book on Roofs and Bridges: 
Pastas Otressesuis OULD: MU TUSSeS| uss oils wranie ction ee eisteisiels ee ele te 8vo, 
Pert Mire Gra lCHSbALICE 170 tame cresteysrt tate acee ciriolats e vcte ol dareie etiese 8vo, 
Prac ie STIG eGo DESI Oily nrarcintelehe aie) ols) eta cicieveltauere ett jae. lel.o: suave. eve iwiede'e 8vo, 
Part IV. Higher Structures. . : .8vo, 
Sondericker’s Graphic Statics, with Rpolications a oP rugses, Beams; and 
RT OMES Eee A seers rere stateneral crovchans ststin He pi scHt cies Wiel eis aie we «ene ane 8vo, 
Waddell’s De Pontibus, Pocket-book for ae Engineers...... .16mo, mor. 
* Specifications for Steel Bridges.. est oh .12mo, 


Waddell and Harrington’s Bridge Engineering. on Preparation. sd 


HYDRAULICS. 
Barnes S LOSumMOLEIAtiIONied dacaalatote es cleitic seed biscc sitledueeldble ser aitle 8vo, 
Bazin’s Experiments upon the Contraction of the Liquid Vein Issuing from 
an Orifice. (Trautwine.).. ETI ChE EN. e's Sl bie,eiale’e .8vo, 
Bovey’s Treatise on Pydraulles’ sisi. 0 ies attr OTe ace Bit less, «APR R MO! 
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Church’s Diagrams of Mean Velocity of Water in Open Channels. 


Oblong 4to, paper, 
TLV PatiC MOtOLS races ctucjetecmimvielniate staletate winletatonts alent eae lel icieearer 8vo, 
Mechanics of Fluids (Being bak IV of Mechanics of Engineering). .8vo, 
Coffin’s Graphical Solution of Hydraulic Problems..... Senta snesiet ts 16mo, mor. 
Flather’s Dynamometers, and the Measurement of Power............ 12mo, 
Folwell’s Water-supply Engineering... ....0...--2-ceccerccececs aieleieaevOs 
Eirizell?stiwater= power sw eironssentste sve. ale) laroter sVenteyakan stlaladetetahtapeniave atetehalalasta 8vo, 
BuertessssWater and Ptblic-rieal thin. cles wa crmracierstoeterlatstelaryrarete ini Leino: 
Water-filtration Works) ...cctecies jeremy wie eels in Sent Mimi) wietnie! ala ara 12mo, 
Ganguillet and Kutter’s General Formula for the Uniform Flow of Water in 
Rivers and Other Channels. (Hering and Trautwine.)....... 8vo, 
Hazen’s Clean Water and How to Get It............ee2seees Large 12mo, 
Hiltration of Public WatersSapplies, cyuc,. 0p cr stale => oralelauaane elec 8vo, 
Hazelhurst’s Towers and Tanks for Water-works.. .¥.8vo, 
Herschel’s 115 Experiments on the vee a Capacity of Lavee, ‘Riveted, Metal 
Conduits. . he Hi GUdeSE ee BIE Bib aie a 3h RL ORa LRU T IT el HOLOa eha vee ate aE 8vo, 
Hoyt and Grover’s River, Discharee’, clita acta ster ate ctohay aasiaharelatartal ar ahr sicatelcetada 8vo, 
Hubbard and Kiersted’s Water-works Management and Maintenance. 
8vo, 
* Lyndon’s Development and Electrical Distribution of Water Power. 
8vo, 
Mason’s Water-supply. (Considered Principally from a Sanitary Stand- 
DOMME) sis aeadesialasiva'e Wl enenesis aia etakaye olahevaie ial eye ise ohets onan fel aire avetane Maat 8vo, 
Merriman’s Treatise on Hydraulics... e Draka Tai shaveh aici cpenal euekane ee On 
* Molitor’s Hydraulics of Rivers, Weis: mare Slaeess Sato ata ater Sako ech arseateds 8vo, 
* Morrison and Brodie’s High Masonry Dam Design................. 8vo, 
* Richards’s Laboratory Notes on Industrial Water Analysis.......... 8vo, 
Schuyler’s Reservoirs for Irrigation, Water-power, and Domestic Water- 
supply. Second Edition, Revised and Enlarged....... Large 8vo, 
* Thomas and) Watt's Lmprovement.ob Riviers..:.c)s stare ele sicieleaecsie iene Ato, 
Turneaure and Russell’s Public Water-supplies. . .-8VO, + 
* Wegmann’s Design and Construction of Dams. “6th Ed, ‘enlarged. . Ato, 
Water-Supply of the City of New York from 1658 to 1895 BRS eae Ato, 
WihipplesmVialue/ot- Pure’ Waterijcs-\sieteniielelstan eevee ciara cavers Large 12mo, 
Withamsiand: Hazen’s: Hy drailioTablesiy.. ceo nine steratauets)osleleletarsieaiens 8vo, 
Wilson's: Irrigation JEN GIneering. 0.0. smicnisstehe ccsreye ale < dledensicleie Miaicicielaie eaVOr 
WVOOG'SirUtiT DINOS. susie cealuece, deren /iseaial ebeyoneb ect’ s ceveverstersss wieieeietatanetar: casi stoiehons 8vo, 


MATERIALS OF ENGINEERING. 


Raker’s; Roads ands Pavements natn clesisieilelotetaiereba a gir ail erealel dire ais s\ann OVO 
Treatise.on. Masonty Construction... c<ciersx'esslsiajo.r'naiereveblale aus Sie oles 8vo, 
Black’s United States Public Works.. a - . Oblong 4to, 


Blanchard and Drowne’s Highway Pusinnarice. Wha Dress: ee 
Bleininger’s Manufacture of Hydraulic Cement. (In Preparation.) 
Bottler’s Varnish Making. (Sabin.) (In Press.) 


Burr’s Elasticity and Resistance of the Materials of Hi pasties aces en SVO) 
Byrne’s Highway Construction.. Ace NAOH 
Inspection of the Materials and ‘Workmanship: Employ. edi in a Construction. 
16mo, 
Church’si Mechanics" of Engineering: . .c \cunuabnie riers shaleectasaseleiespievalatemestene 8vo, 
Mechanics of Solids (Being Pacts’ L ‘IL, “TIL of. MaeER Nes: of ae 
ALIS) tratevancuicehwihencitelap menses atelhe eieeth canner renee bigeretecehe Giewetelare ..8vo, 
Du Bois’s Mechanics of Engineering. 

Vol.iwl Kinematics, Statics, Kinetias<% . ss case aieelceiaee Small 4to, 
Vol. II. The Stresses in Framed Structures, Strength. of Materials and 
Dheory of Plextiress i dictecrrere caleiseiarcieears cisterns spies sie ere OLUALEALOS 

Eckel’s Building Stones and Clays. (In Press.) 

* Cements, Limes, and Plasters.......... Sadie Wns £6 TY, 4 eRe eae OV Os 
Fowler’s Ordinary Foundations. . Saletalerslaleince 10/4 -w @HONOLer eRNLaNever ef etalon eter aterm CeCe 
* Greene’s Structural Machanites’ or; 05, cask aoe eek ..-8vo, 
Holley’s Analysis of Paint and Varnish Braducta, (In Press.) 

* ead and Zinc Pigtients..ccisies + # sels aiencls cleiuterenene Sisirijreedvarcenlomo. 
* Hubbard's Dust Preventives and Road Binders........... SGnOeS 8vo, 
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Johnson’s (C. -M.) Rapid Methods for the Chemical ces ae of po Steels, 


Steel-making Alloys and Graphite.. Soe .. Large 12mo, 
Johnson’s (J..B.) Materials of Construction............e0ee-0-. Large 8vo, 
URES CASH IETOCURG AG oe ace RTO Seno Are EOE Tn IT AE aE ee 8vo, 
AR ZanSy Ap DUeduMeGhanicss sasteee ses, cece hese srawin eee hee 8vo, 
Lowers Paints fonSteel: Structuresamnis. 11305 asec Geen cane nina: 12mo, 
Maire’s Modern Pigments and their Vehicles...........0.eccececeeee 12mo, 
MararerisaRechnica LIMechamiesinn aa. scatecntes cacao Hie cee 8vo, 
Merrill’s Stones for Building and Decoration.............2+.ecceeceee 8vo, 
Merrimants “Mechanics of Materials; sc s.0¢S.0c + clees ules cle ces Sele o OVO), 

ADS EGE tn Ol Vi LORIA 1S Oa tio aisiec sf nceestencier el ee TORE se eae ieate eae 12mo, 
Metcalf’s Steel. A Manual for Steel-users.............20+2% ODOT wanton 
Morrison’s Highway Engineering eidivieejaisiecie VO. 
SaMurdockys otrenet aol Materntalsiorias « sahvacieeckavirdetlsideectekeeas 12mo, 
Patton’s Practical. Treatise on Foundations, /.5.0.,cs0+e2coc+sescleces 8vo, 
Ricets: Concrete Block» Manufacture: sep oaicmit estas csideku es eke 8vo, 
Richardson’s Modern Asphalt Pavement. . 4 .8vo, 


Richey’s Building Foreman’s Pocket Book Bede Beate Reteccnce: 16mo; mor. 
* Cement Workers’ and Plasterers’ Edition (Building Mechanics’ Ready 


RekerencerSentes) ia amei-ramarkelvee wees ¢ celtics wicimis vio. 16mo, mor. 
Handbook for Superintendents of Construction.............16mo, mor. 

* Stone and Brick Masons’ Edition (Building Mechanics’ Ready 
FRLEKCTENCESSETIES): Lalas jase eels anaes ae BIG eel ees ped 16mo, mor. 

* Ries’s Clays: Their Occurrence, Properties, and Uses.. ; .8vo, 
* Ries and Leighton’s History of the Clay-working Tadhastey, of the. fumed 
(SEA SES ns BSI ESS EEA Ie ea sce at leer Ee Rc Re en ben 8vo. 

Sabin’s Industrial and Artistic Technology of Paint and Varnish........ 8vo, 
HeGupiacsro treme taro he Wa terialiny walseisls leuspeveteeieleisue tater Sloot: ecicl stnleceteve aie 12mo, 
SHOW S ETINCIpAl. SDECIESOL WOO, e.-sscinzs vane wiseic Wiel elemiele a ste de siete ea OVO, 
palma sablhy draulie: Cemien bakin. ncc,+.2 0. aerate louere Besta Lateled Serecetdehs ons evelebsis 12mo, 
Text-book on Roads and Pavements.. ie 4 Meier lesIn©; 

* Taylor and Thompson’s Extracts on Remforced onorere Dexicn eer at 8vo, 
Treatise on Concrete, Plain and Reinforced )..40.. 022.08. .4 00 e0cs 8vo, 
Thurston’s Materials of Engineering. In Three Parts.. SSO, 
Part I. Non-metallic Materials of Engineering aud ‘Metallurgy. . .8vo, 
Part II. Iron and Steel.. fees .8vo, 
Part III. A Treatise on Brasses, roms a Other Alleys: ae their 

(Cet aley an Stay ah holes Papa oi ea SAORI i aoa Roan park at Betees eG 8vo, 

Tillson’s Street Pavements and Paving Materials............-...08-- 8vo, 
Turneaure and Maurer’s Principles of Reinforced Concrete Construction. 
Second Edition, Revised and Enlarged..................-4.. 8vo, 
Waterbury’s Cement Laboratory Mantialioni.. oc cee oer ceer es 12mo, 


Laboratory Manual for Testing Materials of Construction. (In Press.) 
Wood’s (De V.) Treatise on the Resistance of Materials, and an Appendix on 


PiecereservAtion Ol bi DCiie. iis el) as) <i) nil also cuelbieteiplens hey diedexenent 8vo, 
Wood’s (M. P.) Rustless Coatings: Corrosion and Electrolysis of Iron and 
SHEE ortoh 6 rate POUOE RRP Ono SINC nrc ro. Ona RuCmOSRer NCCT OTA DO 8vo, 


RAILWAY ENGINEERING. 


Andrews’s Handbook for Street Railway Engineers.......3 5 inches, mor. 
Berg’s Buildings and Structures of American Railroads........ eWailevejpn tO, 
Brooks’s Handbook of Street Railroad Location................16mo, mor. 
* Burt’s Railway Station Service .....c.sese cee weet cc se tee tecone 12mo, 
Butts’s Civil Engineer’s Field-book.. WMelstevdiete.siesresl OINO, std Oe 
Crandall’s Railway and Other Barthwark Tables. . aHahreaPnshices: ts TOVO) 
Crandall and Barnes’s Railroad Surveying ... .-.-.-0eeeeeeees 16mo, mor. 
* Crockett’s Methods for Earthwork Computations........ bouiauatts ery 8vo, 
Dredge’s History of the Pennsylvania Railroad. (1879).............04. Paper, 
Fisher’s Table of Cubic Yards.. .Cardboard, 


Godwin’s Railroad Engineers’ Field- Boots aie Explorers’ ’Gutder 16mo, mor. 
Hudson’s Tables for leap pad the Cubic Contents of Excavations and Km- 


TSCA ETIETICLE CSTR era ore dra: acum. oleio, die: duiel edi bisuel h SOL MMUTvinvetayse tele.» =f 8vo, 

Ives and Hilts’s Problemsi in n Suavevinig: Railroad Surveying and Geodesy 
16mo, mor, 
Molitor and Beard’s Manual for Resident Engineers...........-.....16mo, 
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Nagle’s Field Manual for Railroad Engineers..... BAe? Seis .16mo, mor. 
* Orrock’s Railroad Structures and Estimates.........._cieessssee e+ es OVO, 
Philbrick’s Field Manual for Engineers...........+..seeeees% .-.16mo, mor. 
Raymond’s Railroad. Field Geometry............... Siavite Gon teenan’ 16mo, mor. 
Elements, Ot. Railroad Eaeineeninge.: sacer.-2/0 cio -1s settee ne wy oir eiehet 8vo, 
Railroad Engineer’s Field Book. (In Preparation.) 
Roberts’ Track Formule and Tables..............2-0. vv 2 eb ee LOMO; "MOF, 
Searles’s Field Engineering............eeeeeeeeeees alain piahsteTonets 16mo, mor. 
Ratirdad SS piraliin< ccusnen op cies © eters rds wintsrone rere = .16mo, mor. 
Taylor's Prismoidal Formule and Earthwork..............++- .8vo, 
Webb’s Economics of Railroad Construction.............- (widarge 12imo, 
Railroad Construction. . $ .16mo, mor. 
Wellington’s Economic Theory: ak the A ieewtiasy of Railways. bas --Large 12mo, 
Wilson’s Elements of Railroad-Track and Construction.. yen .12mo, 
DRAWING 
Barr and Wood’s Kinematics of Machinery. .............0000e00e eee Sv; 
= Bartlett’ s Mechanical DITA W iE Si ae eta ote cape eahanetic a iodene ts ahowe orale atone 8vo, 
* ty Abridged Ed.. Sie ncanetetarelee ee Oy 
* Bartlett and Johnson’s Engineering Descriptive Geometry SAE Sareea 8vo; 


Blessing and Darling’s Descriptive Geometry. (In Press.) 
Elements of Drawing. (In Press.) 


Coolidge’s* Manual: of ira wine: cee ke nietelereieie ete sore wih inet a eter obeione 8vo, paper, 
Coolidge and Freeman’s Elements of General Drafting for Mechanical Engi- 
TIEOTS ale 2 Seo rato ace ober orbalke raracharaia ay akateany aiale sbanauatere Oblong 4to, 
Durley’s Kinematics of Machines: 5) sissies sre o sive. v ecient tata lpteol otellote 8vo, 
Emch’s Introduction to Projective Geometry and its Application...... 8vo, 
Hill’s Text-book on Shades and Shadows, and Perspective .............. 8vo, 
Jamison’s Advanced Mechanical Drawing............sssecsceeveveees 8vo, 
Elements of. Mechanical Drawings s.<ccieteisus: sierclescrieterelelsvorayersteteiane . -8vo, 
Jones’s Machine Design: 
Part I. Kinematics of Machinery.. : aislereletetel eka cron Oe 
Part II. Form, Strength, and Proportions ‘of Parts... Aiptek ao 
* Kimbalkand Baresi Machme Deéstea pos. S24 ecek acumues sige es 8vo, 
MacCord’s Elements of Descriptive Geometry.......... ie Riataiclvmore lorena 8vo, 
Kinematies: -or; Practical’ Mechanismiso.. sccuwdteicias ciejeleie's eve tha se OMOY 
Mechanical ‘Dra Win gins 6a) acelasieicnseelarais: «'skepctangie esa erste ave lareleteehe heme AeOy 
Velocity Diagrams: Ua.ccccum viptiie lalate. ckeslotiiels aie tater eile ie creme eae 8vo, 
McLeod's Descriptive *Geometr yoni cen ti oereic to. nloe wires sie ere) oe ele Large 12mo, 
* Mahan’s Descriptive Geometry and Stone-cutting............-.-20+-- 8vo, 
Industrial, Drawing... (Thompson:)...10.4@..c.e uci eiems se bts ae Or 
Moyer’s Descriptive Geometry oui dsten acts cis) sole ave www ele terelaiard aietoetel gers 8vo, 
Reed’s Topographical Drawing and Sketching.............0000eeeeeee 4to, 
* Reid’s Mechanical Drawing. (Elementary and Advanced.).......... 8vo, 
Text-book of Mechanical Drawing and Elementary Machine Design..8vo, 
Robinson's Principles of Mechanism...............0 0000s Sine a ataredeteurcciee 8vo, 
Schwamb and Merrill’s Elements of Mechanism.. Madicroltincivinte ciniete ue fels oUOs 
Smith (A. W.)-and. Marx's Machine Design:....cc..s0.3 ces ceeceucesecs 8vo, 
Smith's (R. S.) Manual of Topographical Drawitix “(McMillan. Aen 8vo, 
* Titsworth’s Elements of Mechanical Drawing............... Oblong 8vo, 


Tracy and North’s Descriptive Geometry. (In Press.) 
Warren's Elements of Descriptive Geometry, Shadows, and pee se 8vo, 


Elements of Machine Construction and Drawing.. .8vo, 
Elements of Plane and Solid Free-hand Geometrical Drawing. . Siaaiet 
General Problems of Shades and Shadows..............00000eees 8vo, 
Manual of Elementary Problems in the Linear Perspective of Forms and 

rs) «(0 (0), Se eae Rar aes Ree Sin Oe SA ent ise ery Ki 12mo, 

Manual of Elementary Projection Drawing...............0000- 12mo, 
Plane Problems in Elementary Geometry.. nate vesi2mo; 
Weisbach’s Kinematics and Power of ‘Transmission. ” (leenens and 
Klein i yah eee) <= cea oe Wie cl etter eee ae ha ter aS Cot SER eee 8vo, 
Wilson's:(H. M.)’ Topographic Surveying. snk se Goer sce eee 8vo, 
* Wilson's (V. T.) Descriptive Geometry......... etrcens Pr oS Veen OVO, 
Free-hand Lettering..............0.08 wie perc hare Sian e homers eaetel Crer are eee 8vo, 
Free-hand Perspective. . re shin MRO cele’ s) Rae etR ee aktel piofsiesens 8vo, 
Woolf's Elementary Course ir in Descriptive Geometry.) anivens ne Large 8vo, 
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ELECTRICITY AND PHYSICS. 


* Abegg’s Theory of Electrolytic Dissociation. (von Bde Manes acon 12mo, 
Andrews’s Hand-book for Street Railway Engineers....... 3X5 inches mor. 
Anthony and Ball’s Lecture-notes on the Soi of Electrical Measure- 

HOMCAM SS a reteset Relat clare oie lo miatsia oy evaeeh aa every cel i esha tel avauar ahaha er ae biaie 12mo, 
Anthony and Brackett’ s : Text- book ee Physics. “(Magie. )....Large 12mo, 
Bemjamin setitstory Ol Plectrici tyes ss sce sve ee oatec steel 8vo, 
Betts's Dead Refining-and Electrolysis... ....2.000-0< cscs ee ceccwene 8vo, 


Burgess and Le Chatelier’s Measurement of High Temperatures. Third 
Edition. (In Press.) 
Classen’s Quantitative Chemical Analysis by Electrolysis. (Boltwood.).8vo, 


* Collins’s Manual of Wireless Telegraphy and Telephony............ 12mo, 
Crehore and Squier’s Polarizing Photo-chronograph.....................8V0, 
* Danneel’s Electrochemistry. (Merriam.).. R .12mo, 
Dawson’s “‘ Engineering’’ and Electric eT seh Packet- book. . idm mor. 
Dolezalek’s Theory of the Lead Accumulator (Storage Battery). (von Ende.) 
: 12mo, 

Duhem’s Thermodynamics and Chemistry. (Burgess.)................8V0, 
Flather’s Dynamometers, and the Measurement of Power............ 12mo, 
* Getman’s Introduction to oe DCIEMCENT Atleveietans eccuaie costar cent eal 12mo, 
Gilbert’s De Magnete. (Mottelay ).. 3 ORC AC DISHED PCL ERIE OHM MEARE RHR MIKO Y 
* Hanchett’s Alternating Currents.. Setatavorel ples ab ee 
Hering’s Ready Reference Tables (Conversion Pactors)’ cede s 16mo, mor. 
* Hobart and Ellis’s High-speed Dynamo Electric Machinery.......... 8vo, 
Holman’s' Precision of Measurements... ....0. 002+ ce scwieteeccaa vous ss 8vo, 
Telescope-Mirror-scale Method, Adjustments, and Tests..... Large 8vo, 

* Hutchinson’s High-Efficiency Electrical Illuminants and Illumination. 
Large 12mo, 


Jones’s Electric Ignition. (In Press.) 
Karapetoft’s Experimental Electrical Engineering: 


RA SUM RMN Rete corre ciehe, caret efeveisieters Gicvelclcietohsiete,ecee bler’s late cra.eiece «aes 8vo, 
RVC MME eee oe rept tagt cot stare aici slapotel sore cb ens hE a utkile’ tie, Sicys.acne o lensuestuareia 8vo, 
Kinzbrunner’s Testing of Continuous-current Machines.......:....... 8vo, 
Wandaner's spectrum Analysis: “CTingles).... ce sels oec.ece oc wi evetegsciee ses 8vo, 
Lob’s Electrochemistry of Organic Compounds. (Lorenz.).............. 8vo, 


* Lyndon’s Development and Electrical Distribution of Water Power. .8vo, 
* Lyons’s Treatise on Electromagnetic Phenomena. Vols, I. and II. 8vo, each, 


* Michie’s Elements of Wave Motion Relating to Sound and Light..... 8vo, 
* Morgan’s Physical Chemistry for Electrical Engineers............. 12mo, 
* Norris’s Introduction to the Study of Electrical Engineering......... 8vo, 


Norris and Dennison’s Course of Problems on the Electrical Characteristics of 
Circuits and Machines. (In Press.) 


* Parshall and Hobart’s Electric Machine Design........... 4to, half mor, 
Reagan’s Locomotives: Simple, Compound, and Electric. New Edition. 

Large 12mo, 

* Rosenberg’s Electrical Engineering. (Haldane Gee—Kinzbrunner.)..8vo, 

Ryan, Norris, and Hoxie’s Electrical Machinery. Vol. I................8vo, 

Schapper’s Laboratory Guide for Students in Physical Chemistry.....12mo, 

* Vilna Ss elementary, WESSOMS 1M FLCAb i wie niece viele lee 64) ¢ sieraccie, onalle els 8vo, 

oT BTe SL OLHEMTS OL LS IECETICIEY’. 5 ois ckestic.cisjets 6 6 61> olvreie se) pele Large 12mo, 

Tory and Pitcher’s Manual of Laboratory Physics............ Large 12mo, 

Ulke’s Modern Electrolytic Copper Refining..............ceececevees 8vo, 

* Waters’s Commercial Dynamo Design. oo... cceeer ccc cesowennnae 8vo, 

LAW. 

* Brennan’s Hand-book of Useful Legal Information for Business Men. 

16mo, mor. 

* Davis’s Elements of Law.. ; Ri GihAetee eh 6 .8vo, 

* Treatise on the Military: Liaw ‘of ‘United ‘States: Neva alte etter ee | .8v0, 

* Dudley’s Military Law and the Procedure of Courts-martial.. Large 12mo, 

Niariial tom OOurtSaiicr ticity 2 ec ade ica: ps cles Gioia sus vie ss eiserwlolers 16mo, mor. 

Wait’s Engineering and Architectural Jurisprudence............+++....8V0, 

Sheep, 

Nereis HIELO ROR CO TELACTSN adevevoia srevel ocdeeresshehsrer syaners¢atorauotere tel vies vib ieyelieynnat oft. 8vo, 


Bw wore 


a 
to NRrRPOWWWNNwW to NONK NH WROD Cr Wr 0 


NWNNRFPRPNNW 


WOAOMOePNAINGA 


00: 
50 
00 
50 
50 
00 
50 
00 


Wait’s Law of Operations Preliminary to Construction in Engineering and 


IAG CHITECtUTE sc ster tic <p che Winters aie etelieles) etexapelini So eos 8 sista ses J ONO; 
Sheep 

MATHEMATICS. 
Baker’s Elliptic Functions........ aac apts sPats 8vo, 
Briggs’s Elements of Plane ‘Analvtie Geontes | (Bocher. We Periey Pbaatoys 
* Buchanan’s Plane and Spherical Trigonometry.........-++sseeeeee> 8vo, 
Byerlyns: Harmonic sh GxiCtiomsss to cient ab \otalsh-gatspomale\ cliche auatejassisteleseiaie eis +. -8V0, 
Chandler’s Elements of the Infinitesimal Calculus...............+05+ 12mo, 
* Cofhitr- Samector Analysis.” sro tncteteasternlexcine) age ov sicko dol sep sirst aha eh patties alates 12mo, 
Compton’s Manual of Logarithmic Computations.......... Oe stds 12mo, 
*Drekson's! College Algebras. -s.s seccrysetoieiera sia sie onalale) te sieis'e cies walt Sey Ramo, 
* Introduction to the Theory of Algebraic Equations...... Large 12mo, 
Emch’s Introduction to Projective Geometry and its Application...... 8vo, 
Fiske’s. Funietions of a.\Complex, Vartable...2.. «2 siielle o\c)ci> eis »le che olieseiore 8vo, 
Halsted’s Elementary Synthetic Geometry........-.-eeeeseeeeeeeees 8vo, 
Plementsvoi: Geometry iacienciacs latte: sco eyoonessdsiasia shane epemanet dundee May seecancie 8vo, 
* Rational SeOmerry ssp laistr sekakeuetaetey orastenahet atau ais diskelcl spomeastakeuePalsrer a 12mo, 
Synthetic Projective Geometiy: 1. . cca aerate ser ovstate ekelnae se felenmie pace 8vo, 
* Hancock’s Lectures on the Theory of Elliptic Functions............ 8vo, 
Hyde's'Gerassmanm:s: SpaGe Amal ysis. jsr- oc 2 <:1ei8 sorayayoiain 4 (oleue)eyelie) vyo slaw gers 8vo, 


* Johnson's (J. B.) Three-place Logarithmic Tables: Vest-pocket size, paper, 
* 100 copies, 

* Mounted on heavy cardboard, 8 X10 inches, 

* 10 copies, 

Johnson’s (W. W.) Abridged Editions of Differential and Integral Calculus. 


Large 12mo, 1 vol. 


Curve Tracing in Cartesian Co-ordinates........ aiierwemuats loeeeboets 12mo, 
DiflerentialiBa tations: tcici clei ertesstaiashelee taclsislohajeterstecscak A ane psleasia cee 8vo, 
Elementary Treatise on Differential Calculus..............Large 12mo, 
Elementary Treatise on the Integral Calculus........ ....Large 12mo, 
* Theoretical Mechanics. Er cer 12mo, 
Theory of Errors and the “Method ‘of Gee rsarcar Soe Pear ee a 12mo, 
Treatise on Differential Calculus.............. Sesto rhs .-..Large 12mo, 
Treatise on the Integral Caleulusiy. 1:..0 0cc00 ce os cw clnens Large 12mo, 


Treatise on Ordinary and Partial Differential Equations. .. Large 12mo, 
* Karapetoft’s Engineering Applications of Higher Mathematics. Large 12mo, 
Koch's Practical Mathematics. (In Press.) 
Laplace’s Philosophical Essay on Probabilities. (Truscott and Emory.) .12mo, 
* Le Messurier’s Key to Professor W. W. Johnson’s Differential Equations. 


Small 8vo, 

* Ludlow’s Logarithmic and Trigonometric Tables. ..............-.-- 8vo, 
* Ludlow and Bass’s Elements of Trigonometry and Logarithmic and Other 
Tables icc: iactare take ara ta aitnivela ova abate ORME ofererereatele ereraniete ...8vo, 

* Trigonometry and Tables published separately. ............-. Each, 
Macfarlane’s Vector Analysis and Quaternions. ........-c2sceeveeees 8vo, 
McMahon's Hyperbolic Ptumctionsi ies sans a < earsualelaa/avvrcueleievelauararesletaraiaters 8vo, 
Manning’s Irrational Numbers and their Representation by Sequences and 
SELLS Ss oc ala ahah a ereok eae e eerharay Sore RU aioe Oe oe be he eee ee 12mo, 
Mathematical Monographs. Edited by Mansfield Merriman and Robert 
Se Woodward tisha ce Gath esueia tie nes teen eeen eae Octavo, each 


No. 1. History of Modern Mathematics, by David Eugene Smith. 
No. 2. Synthetic Projective Geometry, by George Bruce Halsted. 
No. 3. Determinants, by Laenas Gifford Weld. No. 4. Hyper- 
bolic Functions, by James McMahon. No. 5. Harmonic Func- 
tions, by William E. Byerly. No. 6. Grassmann’s Space Analysis, 
by Edward W. Hyde. No. 7. Probability and Theory of Errors, 
by Robert S. Woodward. No. 8. Vector Analysis and Quaternions, 
by Alexander Macfarlane. No. 9. Differential Equations, by 
William Woolsey Johnson. No. 10. The Solution of Equations, 
by Mansfield Merriman. No. 11. Functions of a Complex Variable, 
by Thomas S. Fiske. 


Maurer's Technical Mechanicsivinwisi. ce crete sreretersiale oivtabole dig erevehabvateteren sete 8vo, 
Merriman'srMethodvof Léast Squaress «.)taavea ce srascotenccsioroetavaer eee 8vo, 
Solittion’ of, HQuations: saatiocuiiieet Coreen elite lolscy pheteh ieiateret steaks 8vo, 
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* Moritz’s Elements of Plane Trigonometry............. ae cee Seat ateae Sy 8vo, 
Rice and Johnson's Differential and ‘Integral Calculus. 2 vols. in one. 


Large 12mo, 

Elementary Treatise on the Differential Calculus. ........ Large 12mo, 
Smith’s History of Modern Mathematics.,..........ce0eecebecdaees 8vo, 
* Veblen and Lennes’s Introduction to the Real Infinitesimal Analysis of One 
Wariablelt) seks Bd 8 diziictts. cl SAIN Bech Ch NICD CEO CSNY IS ch chee EERE +. -8VO, 


* Waterbury’s Vest Pocket Hand-book of Mathematics for Engineers. 


2% X 5% inches, mor. 

* Enlarged Edition, Including Tables ....4i(c. ccs eacle sleces vce cls mor. 
Wield s WM ebemmnamitss cc ian e.-ctncralicie. sats reretencloveicyel aeealatatere aisyelevers chiar in alae 8vo, 
Wood's; Blements of Co-ordinate Geometry. dss. 0s-censceccvwe cet ous 8vo, 
Woodward's Probability and Theory of Errors... .:....ccceccsceccees 8vo, 


: MECHANICAL ENGINEERING. 


MATERIALS OF ENGINEERING, STEAM-ENGINES AND BOILERS. 


BICOmsSHOLLePECACHICEN es wa varie Oa eas ae a eke alee Owe eee eis ei aianiile here 12mo, 
Baldwin'sisteam Hexting for/Bialdings nae cie is cvcfoe orale wivie esse aie 12mo, 
Barr and\ Wood’ s Kinematics of Machinery............ Mishel triste ys taee 8vo, 
* Bartlett’ s Mechanical MD) sera yrita rota sninch octeerr anol ie fares ataviontnals \Starev a cio el 8vo, 
* HS Adrid cedus Giger st iacsteneiortoiesy Pelee’ 8vo, 
* Bartlett and Johnson’s Engineering Descriptive Geometry........... 8vo, 
* Burr’s Ancient and Modern Engineering and the Isthmian Canal. ... .8vo, 
Carpenter’s Heating and Ventilating Buildings......... iter rete 8vo, 
* Carpenter and Diederichs’s Experimental Engineering.............. 8vo, 
elieriseeneGas sb eproland Oil Bn eines. «sore «<0 eles 6 o6 suieeieces cores OVO) 
€ormpton’s Pirst: Lessons in Metal Working. <6... ccc cccecenesonnnse 12mo, 
Compteniangd We Groodt sispeed Wathen sc. mie cue! crele ei qelse ele «1d-¢ estes 12mo, 
Coodme Sela ale Of WD Caw Im Owns le oie i cists) euesee laiepe Wis rel g-aie"etele fist os 8vo, paper, 
Coolidge and Freeman’s Elements of General Drafting fon Mechanical En- 
PUTICCTS cra, ce aioe Stree eee etki ee ble (NAA DCR OMOEA Or Oblong 4to, 
Cromwell’s Treatise on Belts and Pulleys. Maciel e elerealstersints iets ate 12mo, 
Treatise on Toothed Gearing........... we ehetenerers. 7 Ban dC eieicaaies Sous 12mo, 
Dingey’s Machinery Pattern Making...............- Tae stokats mazar cnslieye 12mo, 
Durley’s Kinematics of Machines........ slacace Roehersiae Mine Hens areier ence 8vo, 
Flanders’s Gear-cutting Machinery. ...c.ccso se vce esececens Large 12mo, 
Flather’s Dynamometers and the Measurement of Power...... eeiodas 12mo, 
PCMDI TSS oh pio Neher rereheverlaley nie) biel els eis, tie e:oceyer4)9.8) 0 a) Mialdis pleneeiedetoO. 
Gill’s Gas and Fuel Analysis for Engineers............200. eke) hovetendne 12mo, 
Goss’s Locomotive Sparks. ....... Siete Tater atsictele cava s'e isfovslcietefevetevetereisi st sore 8vo, 
* Greene’s Pumping Machinery.......... ST Ree tecaomeses AF Ky See eee 8vo, 
Hering’s Ready Reference Tables (Conversion Factors)........ 16mo, mor. 
* Hobart and Ellis’s High Speed Dynamo Electric Machinery. ........ 8vo, 
LARS xobeide, (Cz toad Dy alent al =e le SO HOL CEDIA LO SEA OICO IIA ICIO ROI cnet 8vo, 
Jamison’s Advanced Mechanical Drawing....... MO eik ava eiwielel ate maT 8vo, 
Elements of Mechanical Drawing...........006 Ay Tries Bear cngs oa 8vo, 
Jones's Gas Pugine. .j.sadaasceresas OS ROLE OE ELI ROL CS ye NOM 
Machine Design: 
Partie SAnematies Of MACHINELY. 4 0 siete s0.0 > ayes pve bie bivls «slo ee vie 8vo, 
Part II. Form, Strength, and pare GE ARUSs cto Relaape cock slot 8vo, 
* Kaup’s Machine Shop Practice.........+% jimevoeee inn LArwe. Lamoy, 
* Kent’s Mechanical Engineer's Pocket- BOOK atarsunleiisteniys oan LOMO; Inor, 
Kerr’s Power and Power Transmission... ..+-++++- aia te al wudnt hacer a (a foie. wide 8vo, 
* Kimball and Barr’s Machine Design....... * r Do peace ar tee 8vo, 
* King’s Elements of the Mechanics of Materials anid of Power of Trans- 
TMAGSIOM ss ars tankie ¢-a4.4,> 6 SOCCER ICL EY Ce ee . .8vo, 
* Lanza’s Dynamics of Machinery Or Be OIC te) oe Oe eke 
Leonard’s Machine Shop Tools and Methods. FT ILRI D DOM eh ODOT OR 8vo, 
¥oevin's Gas PMgines ews econ redcecearcees AE OC LOT IY RIOR PIO Che 8vo, 
* Lorenz’s Modern Refrigerating Machinery. (Pope, Haven, and ake .8vo, 
MacCord’s Kinematics; or, Practical Mechanism,.....++0e0e++reee++s8V0, 
Mechanical! Drawing... 0's vescsccesevscersosscccscnesevertecess 4to, 
Welocity DIA QTaAmMS..s. 6 ccc ceseetenscsweweroscseccsarvevsersees 8vo, 
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MacFarland’s Standard Reduction Factors for GaseS.......+sess00055 8vo, 
Mahan’s Industrial Drawing. (Thompson.).......+.+.+.- she Aol 8vo, 
Mehrtens’s Gas Engine Theory and Design..............-+-.. Large 12mo, 
Miller, Berry, and Riley’s Problems in Thermodynamics and Heat Engineer- 
ATOR 9 pee enn ansyelhrensyaca team svete lara Sopetets halts Sort a te nha tones oaeaTe 8vo, paper, 
Oberg’s Handbook of Small Doolse teen tae eee ors Large 12mo, 
* Parshall and Hobart’s Electric Machine Design. Small 4to, half leather, 
* Peele’s Compressed Air Plant. Second Edition, Revised and Enlarged .8vo, 
Perkins’s General Thermodynamics. (In Press.) 
Poole’s Calorific Power of Feiss . tryearccic ene are vle cect ees sivas vs wise 8vo, 
* Porter’s Engineering Reminiscences, 1855 to 1882..... gotten eee eee 8vo, 
Randall’s Treatise on Heat. (In Press.) 
* Reid’s Mechanical Drawing. (Elementary and Advanced.).......... 8vo, 
Text-book of Mechanical Drawing and Elementary Machine Design.8vo, 
Richards;sn Compressed -Adt:yacras o/pcsin ajelos ave\aie reel alel# overtetevelol cect ee wrstetst le 12mo, 
Robinson's Rrinciples of Mechanisms tes. a anystic ole pinlelpiniets lel ete eae si cie ois 8vo, 
Schwamb and Merrill’s Elements of Mechanism. .........-..+e0--005 8vo, 
Smith (A. W.) and-Marx’s Machine Design... .......2+20ecseeeeeees 8vo, . 
Smith’s: (@))sPress-workinge of Metalsi. joc aleie «ci cle lew «rere ele cpalaista = tare 9 8vo, 
Sorel’s Carbureting and Combustion in Alcohol Engines. (Woodward and 
Preston). tacesee cnye ds he teldin ea iene ieietee in Wea oelantees Large 12mo, 
Stone’s Practical Testing of Gas and Gas Mehersiiss 62x closnd theless aenoee 8vo, 
Thurston’s Animal asa Machine and Prime Motor, and the eee of Energetics. 
12mo, 
Treatise on Friction and Lost Work in Machinery and Mill Work... .8vo, 
* Tillson’s Complete Automobile Instructor. ... 0... --- eee eee eres 16mo, 
* Titsworth’s Elements of Mechanical Drawing............... Oblong 8vo, 
Warren’s Elements of Machine Construction and Drawing............ 8vo, 


* Waterbury’s Vest Pocket Hand-book of Mathematics for Engineers. 
2% X53 inches, mor. 


* Enlarged Bdition:- Ineluding. Tables nicer clas » visis’ «1 cine sitiaies ose mor. 
Weisbach’s Kinematics. and the Power of Transmission. (Herrmann— 
HEIST) ey Seared are shal dias, ave dvd lesei's, sa dusvera a) ere; vanes detetel Oe feceh mele, oot heb amen 8vo, 
Machinery of Transmission aad Governors: (Kermann—Klein.)..8vo, 
Wood’s Turbines. ...2:is60.0% be OMe ew nuaiclegs eels Ge aieariottle ice ceca 8vo, 


MATERIALS OF ENGINEERING. 


Burr’s Elasticity and Resistance of the Materials of Engineering. ...... 8vo, 
Church’sMechanies.of -Pnecineettngirs pci ca0es/eie aeiuleue vee teaerinthen econ rete 8vo, 
Mechanics of Solids (Being Parts I, II, III of Mechanics of Engineering). 
8vo, 
* Greene’s- Structural Mechamioss \ wisi ~ asec cee ewes s chews wee Ba. eNO, 
Holley’s Analysis of Paint and Varnish Products. (In Press.) 
* Lead and: Zine Pigments so fii aie acoso tines wintviale tele bee ens Large 12mo, 
Johnson’s (C. M.) Rapid Methods for the Chemical Analysis of Special 
Steels, Steel-Making Alloys and Graphite........... Large 12mo, 
Johnson's (J. B;) Materials of\Construction. ©. 0c ccece veces eu vececnes 8vo, 
Keep's Cast Dromni <i ornirecritotitecovstersrareteyenevacorereie ola aate, Sie, aire teletoteap aiamne i aes 8vo, 
* King’s Elements -of the: Mechanics of Materials and of Power of Trans- 
INLSSLOM NSHP ASS Pee SHEN due ae oe Meek wranevate oval ielere clelentreneen 8vo, 
Laniza’s Spplied. Mechanics: .) id sic.sreve sccharcseco rete eters ade aterersteteh ot nna 8vo, 
Lowe's Paints for-Steel Structures.cisssvsceccreccccessvtevevuvece 12mo, 
Maire’s Modern Pigments and their Vehicles. ............2....000008 12mo, 
Maurer’s’Pechinical: Mechanicds x os\+ser = es.  aeecpsval fete ciere sak’ tiene eieie mene 8vo, 
Merriman’s Mechanics of: Materials...« «2 stats aa wi pcletee verre ae Gurereaiclens 8vo, 
* Strength of-Materials.\ > v.avc (5 bs uh ole alc cheese mieialahs GRIN errr 12mo, 
Metcalf’s Steel. -A- Manual for Steel-users..........eeeececserceece 12mo, 
¥* Murdock’s Strength ior Materialss! solic ole. stetsnarteleissel tele clenel renee 12mo, 
Sabin’s Industrial. and. Artistic echaniopyn of Paint.and. Varnish... .... 8vo, 
Smith’s (A. W.) Materials of Machines. ........... Rivet oretare rece waiter 12mo, 
* Smith's (H. E.)- Strength of Material... 6 co. esc ee se lowe one 12mo, 
Thurston’s Materials of Engineering. ........sssseewwwevece 3 vols., 8vo, 
Part I. Non-metallic Materials of Engineering, ........ Sreesee me 8vo, 
Part IL. « ‘Eroce and: Steels vwxts cnt Merete staleneilee bere Cle aerate 8vo, 
Part III. A: Treatise-on Sica: Bronzes, and Other Alloys and their 
Constituents so soweecddeacrorseeteewraucenye eevielele tet . .8vo, 
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Waterbury’s Laboratory Manual for Testing Materials of Construction. 


(In Press.) 

Wood’s (De V.) Elements. of Analytical Mechanics...........0.--000. 8vo, 
Treatise on the Resistance of Materials and. an Appendix on the 
Preservation totalim berry rnvervacderiahietins. earle octane he we ecel. 8vo, 

Wood’s (M. P.) Rustless Coatings:. Corrosion and Electrolysis of Iron and 
Shee Eoin oad ORC ORES Ok RS EI PE Beha cae nek SeSuriGhonreton Oh, 


STEAM-ENGINES AND BOILERS. 
Berry’s Temperature-entropy Diagram. Third Edition Revised and En- 


Harem ronten biel srereesisuchal eto) staetars As cla mecet sich clciadhc bun QEeisien 12mo, 
Carnot’s Reflections on the Motive Power of Heat. (Thurston.)..... 12mo, 
Chase seAntrorebaLperne Makin tem ters cite et oz coe erais cis ee uli ae 12mo, 
Creighton’ s Steam- engine and other Heat Motorsteraitincrincueitrvasiete 2 8va, 
Dawson’s ‘“‘Engineering’’ and Electric Traction Pocket-book. ...16mo, mor. 
* Gebhardt’s Steam Power Plant Engineering........:..--2+eeeeeees 8vo, 
GossisPacomotinesk ertoniman Ges ue cteisnyhivekenl pe eon se clemoee 8vo, 
Hemenway’s Indicator Practice and Steam-engine Economy......... 12mo, 
. Hirshfeld and Barnard’s Heat Power Engineering. (In Press.) 
Putton's reat ang PiGat-emo umes. ia-ica. alseabevsecon cies, ave olaile stebauer aia: vt gobeagertae & 8vo, 
Mechanical Engineering of Power Plants... cic dec cae ecceeeeee 8vo, 
Kent /s*steam io Oller HP CODOMY4G|s Siw cisjale nice ot e oie sida cbnievalecb dial Ra oer 8vo, 
Kneass’s Practice and Theory. of the Injector... ...5.....2eccceccaee 8vo, 
Wae@ordisrol denvalesh ois cers oo aire aie areas tek Netane Crate rce ane BPO CTS Rance Se etare 8vo, 
Meyer's Modern Locamotive Construction... 060d sels ciocc das cote we 4to, 
Miller, Berry, and Riley’s Problems in Thermodynamics........ 8vo, paper, 
Moyer sotedm Suir biates irs) nciz se. syo)oy alee oe ena a ERS, oto Sc wiakotor sia we elo yarene aiiel as 8vo, 
Peabody’s Manual of the Steam-engine Indicator........ Ri cyte on feels Te 12mo, 
Tables of the Properties of Steam and Other Vapors and Temperature- 
BN ECOP ye MAIC A whieATe stare ih eA ware Tete wien 4 io sisth octet ee 8vo, 
Thermodynamics of the Steam-engine and Other Heat-engines. . ..8vo, 
* Thermodynamics. of the-Steam.Turbine...... PR oh A Care hie i 8vo, 
Wall ve Sears Ol OLGA CM CUIOS: s/s f-.c(a\| arate lal 4 fa! oni(sieTayenehats «nie tiayererarets 8vo, 
Peabodyiand Whller’s Steami-borlersy ciliak cls iw ole ow si eldle sw vier eve cia layaielers 8vo, 
Pupin’s Thermodynamics of Reversible Cycles in Gases and Saturated Vapors. 
GOSHEDECE UNS ac ban Ris Wi aw fereige wo ieitente aire ore raat semana te e's WN Welty. aile or ph 12mo, 
Reagan’s Locomotives: Simple, Compound, and Electric. New Edition. 
Large 12mo, 
Sinclair’s Locomotive Engine Running and.Management............ 12mo, 
Smart’s Handbook of Engineering Laboratory: Practices vidi. 08s ieletsia 12mo, 
SHO Seoveain=BOMen LTACHICes Fagen dice ialeielele co tsl eno enel etehere secur ecole: eeten ses 8vo, 
Spangler’s Notes on Thermodynamics. .. ......seeeceecesestereces 12mo, 
NUE open Conn OG ODE DOL UU EA by AO BL OOE OCs oe Bn tio roi 8vo, 
Spangler, Greene, and Marshall’s Elements of Steam-engineering...... 8vo, 
NCTA Se UCATLIS TUTE OS rapettete tise amet ales Lelie ticetepatioset Wile lore crtaltaiis caer tetelolet are orte 8vo, 
Thurston’s Handbook of Engine and Boiler Trials, and the Use of the Indi- 
CALOT Ana THE LP TONYe DLAC. oie swerve tiie lets celsiele e's aiete orerslayenatare :8vo, 
EA Ue lati Sergey cant he veretekea chars coetet ra onizieaa tale tatateva cola fel ecateipoiletey in ee tetsu ol 8vo, 
Manual of Steam-boilers, their Designs, Construction, and Operation 8vo, 
Manual iat the.stedtirGm Qitie., «cle esses tealsis eis-sate oiole ec6 sie. « 2 vols., 8vo, 
Part Loe blistory, structure, and) THeOrVi ss siwivinieitic eelelelolere ale 8vo, 
Part II. Design, Construction, and Operation.............. 8vo, 
Wehrenfennig’s Analysis and Softening of Boiler Feed-water. (Patterson.) 
8vo, 
Weisbach’s Heat, Steam, and Steam-engines. (Du Bois.)............ 8vo, 
WWLbhAti Se Ot eamiseireine WCSUSTis alc a) ste xielcie'y a a siviam (ore 6 he « sbecers) s/uvelele o's 8vo, 


Wood's Thermodynamics, Heat Motors, and Refrigerating Machines. . .8vo, 


MECHANICS. PURE AND APPLIED. 


Church's’ Mechanics of, Engineering... cc crc ccs tno vee wins ces veaises 8vo, 
Mechanics of Fluids (Being Part IV of Mechanics of Engineering)... 8vo, 
SINVECIANICS IO My LINEELLIAL SW VOLES fe caicis/as-aieaa ave ctensloleiae a waye}el siege ns ayhte 8vo, 
Mechanics.of Solids (Being Parts I, II, II] of Mechanics of Engineering). 

8vo, 
Notes and Examples in Mechanics. ........... MictteeinWwinn Crees 8vo, 
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Dana’s Text-book of Elementary Mechanics for Colleges and Schools .12mo, 
Du Bois’s Elementary Principles of Mechanics: 


Volt Wer Kinematics, 01. wamtietel ct itaiars oavuaitto heres toieterane Core Cara Kor 

Vol, Vie | Staticsisie ste shins tapesemmteb Letanene dis vanayetGaph ovefetelaicotake lore ana ae 8vo, 
Mechanics of Engineering. Vol. I.........+ BON R cage troua ..small 4te, 
Wolslulgris.ves, + stetncaie ence neers oar Small 4to, 

*' Greenels Structural Mechanics: siaraalsters ela sre ele ciolehel una -Meletesefarerty cea 8vo, 
* Hartmann’s Elementary Mechanics for Engineering Students....... 12mo, 


James’s Kinematics of a Point and the Rational Mechanics of a Particle. 
Large 12mo, 


* Johnson's (W. W.) Theoretical: Mechanics)’. 0.5.2. csesssseercees 12mo, 
* King’s Elements of the Mechanics of Materials and of Power of Trans- 
AHUSSION ssa fee eeibe siarernnherl erent eaece tern cme nceys death proms ierereia ree 8vo, 

Lanvza's Applied Mechanics: .. avec 2) taresemsels ole ole eleveiereisieotate aos eee 8vo, 
* Martin’s Text Book on Mechanica: Vol. I, Statics. ace aes Pets Sscleste 12mo, 
* Violate cinematics amdsKisetiesth, « sle-clarvis ais slatsic « ote averersieeiats 12mo, 
*VolAll.. Mechanies of Miaterials:s ereresmereteelstelviclew ale cleats ictetais.« 12mo, 
Maurer’s Technical Mechanics. .-.......+.seeeees DistleteveteLevenehsilayen Saye cero 8vo, 
* Merriman’s Elements of Mechanics.......... ne atarefererehstaleidielsliate nisial Dia 
Mechanics of Materials a. ciculetslsieiaicicvelelele Riatsiataw a aiaiholn eel acctete 8vo, 

* Michie’s Elements of Analytical Mechanics..... ACI wee Oe Rae ae 8vo, 
Robinson’s Principles of Mechanism...........+..- Shatedetaic cerehe ce tine 8vo, 
Sanborn’s Mechanics Problems. ..........-.-+++ sdgibelsitinbiels uAreerL ano, 
Schwamb and Merrill’s Elements of Mechanism. ,......+e+e+eee++++ + SVO, 
Wood's Elements of Analytical Mechanics. ........ ti eXaisiaese ele rereieie ome 8vo, 
Principles of Elementary Mechanics..... sty Rh v ac ecaiuia eelwie ate ter RainlOs 

MEDICAL. 

* Abderhalden’s Physiological Chemistry in Thirty Lectures. (Hall and 
Detren sy aiict Aen ohana terest nie aetet ager eeata ahaieiare wielSiaie) ola atret sey OF 

von Behring’s Suppression of Tuberculosis. (Bolduan.)........-.-...12mo, 
*Bolduan’s. Immune Sera .n gence cv< vcho craters & vin isisteisieielets eialetsistalsteletels 12mo, 
Bordet’s Studies in Immunity. (Gay.)........ Radiata ngace une ples 8vo, 
* Chapin’s The Sources and Modes of Infection............ . Large 12mo, 
Davenport’s Statistical Methods with Special Reference to Biological Varia- 
TONS? es al Seale < Goossens bistotot ha lenaetene Cee kami eteiore ere: ae 16mo, mor. 
Ehrlich’s Collected Studies on Reaetntie (Boldtians)yuie.. deer wee ence 8vo, 
ARIScHers INEplEitis sere mlelococletecets velere aleleiciatoistarates Steroid t Large 12mo, 
FIOSAEMA see & hues castmodeutaereNn on aete BNuaere er elatar kta cere Pee CRN cm Aare clan 8vo, 

* Physiology of Alimentation’: << \m cists shetni<le te he's cbs eve -.-Large 12mo, 


* de Fursac’s Manual of Psychiatry. (Rosanoff and Collins.)...Large 12mo, 
* Hammarsten’s Text-book on Physiological Chemistry. (Mandel.)....8vo, 
Jackson’s Directions for Laboratory Work in Physiological Chemistry. .8vo, 


Lassar-Cohn’s Praxis of Urinary Analysis. (Lorenz.)......... nice atfel Rs 12mo, 
Mandel’s Hand-book for the Bio-Chemical Laboratory............+. 12mo, 
* Nelson’s Analysis of Drugs and Medicines..........ceeeceueceses 12mo, 


* Pauli’s Physical Chemistry in the Service of Medicine. (Fischer.)..12mo, 
* Pozzi-Escot’s Toxins and Venoms and their Antibodies. (Cohn.).. 12mo, 


Rostoski’s Serum Diagnosis. (Bolduan.)............. of ite wiatguue stoke 12mo, 
Ruddiman’s Incompatibilities in Prescriptions...........+++- Arsene 8vo, 

IW hiysiamh Ptarin acy: .° 0.) vince s aieienabaiove ta eee aeaen a ot cleats RLU ietes e etene 12mo, 
Salkowski’s Physiological and Pathological Chemistry. (Orndorff.) ....8vo, 
* Satterlee’s Outlines of Human Embryology. ...........ecceoceees 12mo, 
Smith’s Lecture Notes on Chemistry for Dental Students............. 8vo, 
* Whipples Tyhpoid: Peverla, civ fan: creche tence ie ciety ererenent Large 12mo, 
* Woodhull’s Military Hygiene for Officers of the Line........ Large 12mo, 

* Personal Hygiene, sac) ck slsien Wale hare ctoeeste ate elects 12mo, 


Worcester and Atkinson’s Small Hospitals Establishment and Maintenance, 
and Suggestions for Hospital Architecture, with Plans for a Small 


Hospital crcscae stele eietersne Uerrsjoce/o18 a) eigie ein cme ttialstenetelenre sei en EON 
METALLURGY. 
Betts’s Lead Refining by Electrolysis. ........+. Walereinis caecate Moetetate .8vo, 


Bolland’s Encyclopedia of Founding and Dictionary of Foundry Terms used 
in the Practice of Moulding... icc sniper nal ed entender raletnO 
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Iron Hounderses rte eee een Oi uA aioe eset RAO Cae aa 12mo, 
= DUPDIEMED tage are ac nicnteasitdel ome sich oN ete 12mo, 
* Borchers’s Metallurgy. (Hall and Hayward. Sea Nai cares Gaeta ecraee 8vo, 
Burgess and Le Chatelier’s Measurement of High Temperatures. Third 
Edition. (In Press.) 
Douglas’s Untechnical Addresses on Technical Subjects. . shavsiate sere 12mo, 
Goesel’s Minerals and Metals: A Reference Book.............. 16mo, mor, 
pellosvssueageome lier meanyeti aren era a ot Sere le hoe beeen 12mo, 
Johnson’s Rapid Methods for the Chemical Analysis of Special Steels, 
Steel-making Alloys and Graphite. ................. Large 12mo, 
Keep siGash Ironte cin sant enn none Rabe MESO eee Gacalanarsictce eo ache oe 8vo, 
Metcalf’s Steel. A Manual for Steel-users..........20ecceecccceees 12mo, 
Minet’s Production of Aluminum and its Industrial Use. (Waldo.). . 12mo, 
Palmer’s Foundry Practice. (In Press.) 
* Price and Meade’s Technical Analysis of Brass........-...eeceee: 12mo, 
* Ruer’s Elements of Metallography. (Mathewson.)...............+- 8vo, 
SmithiseMacentalsrot Machines! sank irate ania ee tales oie eatin wee 12mo, 
Tate and Stone’s Foundry Practice.............. Ue See sca uate et ea cine 12mo, 
Thurston’s Materials of Engineering. In Three Parts................ 8vo, 
Part I. Non-metallic Materials of Engineering, see Civil Engineering, 
page 9. 
Pantene gelnonran des teelsmnctcpicia creates. can aed rereceenciars aie oes 8vo, 
Part III. A Treatise on Brasses, Bronzes, and Other Alloys and their 
LSOTMASUULAEIUES vn Siac Rr ta eget Resa catch a Taceratere ae vais beatae sllouareledehocwy ons 8vo, 
Ulke’s Modern Electrolytic Copper Refining....-.......0ceeeeveevees 8vo, 
Westie American Foun diye PEACtICe.. ib uieicccc.s. wivicjes tie. o/e(o eieiss)e) oleieve one 12mo, 
Moulders’ Mem tus OO karansteetetororeieerchekelsMereis ete aicvecere ks aie Goss eiahen ee gists 12mo, 
MINERALOGY. 
Baskerville’s Chemical Elements. (In Preparation.) 
* Browning’s Introduction to the Rarer Elements............0.0000- 8vo, 
Brush’s Manual of Determinative Mineralogy. (Penfield.)............ 8vo, 
Butler's’ Pocket Hland-book of Minerals: <2 2,-0.7 fone ccc ve cus 16mo, mor. 
Chester si\Catalogiterol Minerals sic: ccieireiee¥alc oars ors'w a vb visieldine.e 8vo, paper, 
Cloth, 
IEE ACO M OU es paUG SN NE eats Ae Be EME RC. Bee Peer tore ONO SCRE Co On 8vo, 
Dana’s First Appendix to Dana’s New ‘‘System of Mineralogy’’. . Large 8vo, 
Dana’s Second Appendix to Dana’s New ‘‘System of Mineralogy.”’ 
Large 8vo, 
Manual of Mineralogy and Petrography........... “ler Bien naats 12mo, 
Mineralsvatid How to mtudiy Diets cic, weit ee sierety e oyaneie eens oles, oneloce 12mo, 
Systemvob WMimeralo gy. ste isjci« ar ils +s) siecle te ciere oe Large 8vo, half leather, 
Mesa IO em LAT EL A ORY We) nicis: ercihev indo oh ence otc siieiteLb cs\lolintels/ayslieiiej-e cae wines 8vo, 
Douglas’s Untechnical Addresses on edition WUDICCESS a eee Mevasareee 12mo, 
Pee isatOva LANES eter caer et eA iN sleherse tai aloteuein als To,/e siete el visa pi Swen, « 8vo, 
Eckel’s Building Stones and Clays. (In Press.) 
Goesel’s Minerals and Metals: A Reference Book............+. 16mo, mor, 
* Groth’s The Optical Properties of Crystals. (Jackson.)............ 8vo, 
Groth’s Introduction to Chemical Crystallography (Marshall)........12mo, 
* Hayes’s Handbook for Field Geologists..,.......+seeeeeeee .16mo, mor. 
Addangsis Ueneous ROCKS, sites nctessils ete elena cpieeees.s Bionestahene%s Bicteienecrioet 8vo, 
Fer MAIR Cte yates Aer cr tds outta seater cee ets tere! drereTotphedal-.ies ceresls) oxaploceyerd 8vo, 
Johannsen’s Determination of Rock-forming Minerals in Thin Sections. 8vo, 
With Thumb Index 
* Martin’s Laboratory Guide to Qualitative Analysis with the Blow- 
coibelonioe ee thet 5 Cera e SO CDL OREO CIC ROO OOD Ue Stoinot a taro ea ROE 12mo, 
Merrill’s Non-metallic Minerals: Their Occurrence and Uses. .......... 8vo, 
Stones tor pildingiand Decoration. 0. y.. ns ie ede ce sores yes 8vo, 
* Penfield’s Notes on Determinative Mineralogy and Record of Mineral Tests. 
8vo, paper, 
Tables of Minerals, Including the Use of Minerals and Statistics of 
Domestic Production... cscs v cece sates er secensoecens 8vo, 
* Pirsson’s Rocks and Rock Minerals.........-cccevcccrvscereeces 12mo, 
* Richards’s Synopsis of Mineral Characters... ....-.+eeeeeees 12mo, mor, 
* Ries’s Clays: Their Occurrence, Properties and Uses......++seseeees 8vo, 
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* Rowe’s Practical Mineralogy Simplified............2.+2+eeeeeees 12mo, 

* Tillman’s Text-book of Important Minerals and Rocks.............- 8vo, 

Washington’s Manual of the Chemical Analysis of Rocks............. 8vo, 
MINING. 

* Beard’s Mine Gases and Explosions, .......08secceescesess Large 12mo, 

*iCrane’s 'Goldvand Silvers ¢sasecevaicialt, disses arabe oer <istetelanatole borer teh otete) oretene 8vo, 

* Index of Mining Engineering Literature...........sseeseeerees 8vo, 
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Goesel’s Minerals and Metals: A Reference Book.............. 16mo, mor. 
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*'Tles's Dead Smieltingl i.) sve sigiete lo wate eign one era elatal ete ieie avele tatakete ia Stekeperets 12mo, 

* Peele's, Compressed! Air Plaster sto) tacrs crate wien oh achens aha ate coer 8vo, 

Riemer’s Shaft Sinking Under Difficult Conditions. (Corning and Peele.)8vo, 
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Wilson’s Hydraulic and Placer Mining. 2d edition, rewritten... ....12mo, 
Treatise on Practical and Theoretical Mine Ventilation........12mo, 
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Association of State and National Food and Dairy Departments, Hartford 


Meeting, 1906; ost es oa oeae We ee SUR Ser mete e mene 8vo, 
Jamestownwlicetin gil 907i ame. chet seietcieiote erates niet eteieretelcveceaetiote 8vo, 
* Bashore’s Outhinestof Practical/Sanitation::.n.. s) sac alanteterieletaies 12mo, 
Sanitationiof ai Country House. 55 0-1. 2. aes ere ante k Cishisreeualeerne 12mo, 
Sanitation of Recreation Camps and Parks. .........0.sceeree> 12mo, 
* Chapin’s The Sources and Modes of Infection............... Large 12mo, 
Folwell's Sewerage. (Designing, Construction, and Maintenance.)..... 8vo, 
‘Water-supply Bmgineering, © 1.) scisrete elec cictel crete alae ote attlereiaiete ola aree 8vo, 
Bowler's Sewage Works Amalysest oi. schema oe alm aduetneteeeteneteie as 12mo, 
Fuertes’s: Water-filtration,: Works: 4s to c.0.0 cr vere & eysiaccven 5s araimaleeierere 12mo, 
Waterand Public. Mealttic ihe. .cciccecee wy dong eitiatomactatees ees disco kate 12mo, 
Gerhard’siGuide to Sanitary imspectionsir acess stele eeecete oeiciacieneiat at 12mo, 
* Modern’ Baths.and@ Bath Hoses: 4 Void enciuletee 1s Witte & cinema ine 8vo, 
Sanitation of Public Binildingeey cn. ae canesmiete tonne ce oka oi nee 12mo, 
_* The Water Supply, Sewerage, and Plumbing of Modern City Buildings. 
8vo, 
Hazen’s Clean Water and How to Get It)... .geccuenssce vs Large 12mo, 
Riltration of Public, Water-supplies: (jen «csc ac ce nut eevee oureneitens 8vo, 
* Kinnicutt, Winslow and Pratt’s Sewage Disposal................... 8vo, 
Leach’s Inspection and Analysis of Food with Special Reference to State 
Comb poles Ges ea Lea herer cas hthors, Ueto erate eters Panciea aca en oa eRe ene 8vo, 
Mason's Examination of Water. “Chemical and Bacteriological)..... 12mo, 
Water-supply. (Considered principally from a Sanitary Standpoint). 
8vo, 
* Mast’s Light and the Behavior of Organisms................ Large 12mo, 
* Merriman’s Elements of Sanitary Engineering. . Js.............---- 8vo, 
Ogden 's Sewer Construction sc cccelsfas arene cee telc a erors mternren Ghent Rietore tes 8vo, 
Sewer Desigiiiciaisc. A iduvetived a wats eeal cere ere ate tO ed oa ee 12mo, 
Parsonsis, Disposaliof Mumicipal- Rettuse: atc ctaitote tetereier neice Aenea 8vo, 
Prescott and Winslow's Elements of Water Bacteriology, with Special Refer- 
ence to Sanitary Water Analysis. .......... Wi ntelud Meee 12mo, 
*, Price's Handbookjon Sanitation: nv jas any uereas abe etaclenatae ere 12mo, 
Richards's Conservation ‘by Sanitation.. ..). ssi. cnisiecie ee eeckecrotteneneie 8vo, 
Cost. of Gleanness: | iii a1.ccctasteurs ce deaietaneenens Boreacro got Ammen san 12mo, 
Cost ot, Rood.) A: Study in Dietantesuasnes.netr epee ttmeererne 12mo, 
Cost of Living as Modified by Sanitary Science... ............- 12mo, 
Cost of Shelton ic s5.tste-c vidatel arecs'd aor ates eRe eet eee 12mo, 
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* Richey’s Plumbers’, Steam-fitters’, and Tinners’ Edition (Building 
Mechanics’ Ready Reference Series). ....,........0-- 16mo, mor. 
Rideal’s Disinfection and the Preservation of Food... .....secececees 8vo, 
Soper s/Airvand' Ventilation of Subways....o8 acces ccc ccs c beds 12mo, 
Turneaure and Russell’s Public Water-supplies. .............+-e0000- 8vo, 
Wenable’sGarbage Crematories in America, - os scc.c cnc cece e'cehohios 8vo, 
Method and Devices for Bacterial Treatment of Sewage......- OVO} 
Ward and Whipple’s Freshwater Biology. (In Press.) 
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MD yp OLd se VeDaycualinaw oral st sim: ofa ialenet calc Riera aene leverate lslars cre Large 12mo, 
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Winslow’s Systematic Relationship of the Coccacee...... +.» Large 12mo, 
MISCELLANEOUS. 
* Burt’s Railway Station Service............ stsregavesetateheiers tererelareeese 12mo, 
FAC hA pi SMA Ow ALO Eider lt ehh cpa cigs meee sen lev csole Tee ck cae 12mo, 
Emmons’s Geological Guide-book of the Rocky Mountain Excursicn of the 
International Congress of Geologists. .........00200005 Large 8vo, 
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Pitzegeraid7srBostom Machintst.0.0.). ces cles a's sisacin dis cose e-Giclewlne bees 18mo, 
iM ribz, sAdtODiopEAD OL PORT satan, ae cae emer aie oe sberanh ee Bea stad Giada tie 8vo, 
Gannett’s Statistical Abstract of the World...... Noctucieusieenetenatere suewalets 24mo, 
Haines’s American Railway Management. ....¢.200.c.-seeccecneee 12mo, 
Hanausek’s The Microscopy of Technical Products. (Winton)....... 8vo, 
Jacobs’s Betterment Briefs. A Collection of Published Papers on Or- 
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Ricketts’s History of Rensselaer Polytechnic Institute 1824-1894. 
Large 12mo, 
* Rotch and Palmer's Charts of the Atmosphere for Aeronauts and Aviators. 


Oblong 4to, 
Rotherham’s Emphasised New Testament... ....--.c--eesee0> Large 8vo, 
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Standage’s Decoration of Wood, Glass, Metal, etc........+.4 Waa ae eae 
Thome’s Structural and Physiological Botany. (Bennett).......... 16mo, 
Westermaier’s Compendium of General Botany. (Schneider)......... 8vo, 
Winslow’s Elements of Applied Microscopy......seseeeeeeee Teucpt ced 12mo, 
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Green’s Elementary Hebrew Grammar......ssescccseveceeceeveresl 2mo, 
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